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The Acknowledged Leader in the Lens Cleaning Field 


the WILKINS co, inc 


Cortland 3, N. Y. 
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WHAT'S SO GREAT ABOUT 


EYE SAVERS SOFT VINYL FRAME 
SAFETY GOGGLES ? 


ea 
é POUND prove” 


If you checked all three, you scored 100%. If 
you need all three, you should check into Eye 
Savers SOFT VINYL FRAME safety goggles. 


For details, see your Authorized Eye Savers Supplier or write direct 


Quality Eye Protective Equipment Made — the Leaders in Plastics 
, Y WATCHEMOKET 


A t ap ess a. ; 2 
Zz ‘ é < Z tie: ~ 
’ , : . 
° eas ‘ - NP), 
: De ake F >» 
¢ ae ‘ Res 
OR id : fe gan 
eS he aL hs % 
‘ & 
jNS i Sin he ee % 
tet ee Began = ih 
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WATCHEMOKET OPTICAL CO., INC. 
232 West Exchange St., PROVIDENCE 3, R. |}. In Canada: Levitt-Safety Limited, Toronto 10, Montreal 26 
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DEPARTMENT 5 
HAS WORKED f ADN’T WATCHED 
(723 |] DAYS ! : 
WITHOUT 
A LOST TIME 
ACCIDENT 


iw) 


STONEHOUSE SIGNS 


For Accident Prevention 


Now, more than ever, Safety and Efficiency go 

hand in hand. Workers in Industry have proved 2277 
that the safe worker is far more efficient — in 

higher production and morale. 


Throughout Industry these signs make a powerful contribution 
to safe working. They educate, impress, safeguard workers on 
the job. There are hundreds of Stonehouse stock wordings. 
Special wordings are also produced to customer specifications. 1487-8 


Our complete Catalog — 64 pages, 


uo owoe in full color — free on request 
5707 : 


IGNS, inc. @ Stonehouse Bldg., 9th at Larimer @ Denver 4, Colo. 


MANUFACTURERS “Signs Since 1863” 


Circle No. 5 on reader service card for more information 


JUNE 1956 @ OCCUPATIONAL HAZARDS 








Est act 


Spectacle-type Goggles 


<< 
VW | MS 


/ * , 
aa Chemical Goggles 
Plastic Frame Goggles 


ATLANTA GA Los ANGELES, CALIF 

srdian Safety ae suardia catety Equipment © 

Moreland Avenue, N. t ] Ss Main Street 

BATON ROUGE, LA LOUISVILLE, KENTUCKY 
sfety E ent willia & 


Heights Ave 5. Prest 


Cover Goggles 


_ 


ie 


BIRMINGHAM, ALA MILWAUKEE wis 
Harless ee versal Safety Eq e 


WHATEVER == Sfscestetttin Os 
Cr TYPE OF SAFETY aun, See 
as 


eneral Ea orporati ny) 


EQUIPMENT YOU saa 
NEED...BUY WITH reas, eae 
CONFIDENCE from 

the cCESCO Distributor CINCINNATI OHIO ayrrseurcl, PA 


Fiber listed here 7231 Fredonia Avenue " 


Piece CLEVELAND, OHIO 
elmet You dont need to hunt for williams & CO a 


ee” 


Lite-Specs 


CHICAGO WL 

versal Safety Equir tCo PHILADELPHIA PA 

versey suardian Safety Eq ent Co 
214 S. 45th Street 


s \ 
Pennsylvania Avenue 
st. LOUIS, MO 
Perkins Avenu Satety, 'f 

‘ ve Street 


the best source of safety equip- COLUMBUS, OHIO 
ment. Take it from CESCO, you williams & Co 
A can buy with confidence from 
pproved f e 
Respirator the firms listed here. CESCO has yar dian Tower BIdE 
Hood the finest type of distributor rep- 

resentation—the kind you want 


st. PAUL, MINN 
ontinental atety E juipment Inc 
51 Selby Ave 


Williams Avenue 
DALLAS, TEXAS LAKE city, UTAH 

a an Safety Eau ire & Safety 
DENVER, COLORADO SAN MATEO, CALIF 
eneral Welding 90 4 suardiar safety Equit ent Co 

n : ' ‘ { ake ) Third Avenue 
when in the mar et for every peTRoIT, MICH SPOKANE, WASH 
type of safety and protective Averilt Equipment Ceampen’ Spokane Safety Appliance 
; 3 ven North 219 Divis on Street 


equipment. These firms are sate- 
ty specialists and well stocked 
with equipment that has stood 


HOUSTON, TEXAS 


4\ar Satety Ea 


TOLEDO, OHIO 
uipme Williams & Co., 1" 


Westheimer 346 Kane Street 


; nel? KANSAS CITY, MO TULSA, OKLA 
the test of time 12 industrial stety, Incorporated Guardian Safety Equipment Co 
| t h 7 €. 3ist Street 1742 S. Main Street 
ants everyW : 
P . Ss ery ere KNOXVILLE, TENN MEXICO city, 0 F 
Equipment Distributin ) Safety E juipment S.A 


atety E 


You can buy with confidence 
from cEScO distributors 


932 W. Main Avenue 


LITTLE ROCK, ARK 
Fire Appliance & Safety 
4 W. Markham 


Sullivan 95 


MONTREAL, CANADA 
The Butler Optical Cor pany, Ltd 
1520 Mountain Street 


Hat-n. Shield 


Approved 
Respirators 


Face & { hs 


Shields a te" 


q - 


~~ 


CHICAGO eve SHIELD COMPANY FOR snaretY 
2308 Warren Boulevard c 0 
Chicage 12, Minois 
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Tt wares as ct cleans! 


REDUCES THE FREQUENCY OF REFINISHING 


Sanax was developed to permit frequent cleaning of waxed 
floors without washing away the finish ... and to eliminate 
waste in wax and labor. A neutral liquid soap with a wax 
base, Sanax not only quickly removes dirt, oil, and grease, 
but leaves a thin film of wax. In fact, regular use of Sanax to 
machine-scrub or damp-mop waxed floors actually prolongs 
the life of the finish, and thereby reduces refinishing costs 
on a year-to-year basis. 


Like all Finnell Fast-Acting Cleansers, Sanax is specially 
designed for the greater speed of machine-scrubbing, and 
works as effectually in a Combination Scrubber-Vac as in a 
Conventional Scrubber-Polisher. And because Sanax is 


processed from pure vegetable oils, it’s safe for all floors. 


Find out how you can simplify 
and reduce the cost of caring for 
waxed floors. There's a Finnell 


A 100 Series ‘ 
General-Purpose 


Finnell you choose the waxes and cleans- 


11, 13, 15, 18" 


Floor Specialist nearby to help 


ers that are exactly right for your 
needs. Finnell makes a complete 
line, so you can depend on un- 
biased advice. In fact, Finnell 
makes everything for floor care! 
For consultation, demonstration, 
or literature, phone or write 
nearest Finnell Branch or Finnell 
System, Inc., 3506 East Street, 
Elkhart, Indiana. Branch Offices 


United States and Canada. 





in all principal cities of the 


BIN Nt 
ny H SGHGH hut 
me WAX OF 
| CLEANER |g 


- 


LL 


@ A mild liquid wax-soap 
for machine-scrubbing 
or damp-mopping 
waxed floors 


























| 
| omer 


@ Leaves a lustrous anti- 
skid protective finish 


@ Highly concentrated ... 
economical to use 


a parece ae Pe ek ae 


FINMELL SYSTEM, INC. 
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OCCUIPMPMIONAIL 


THIS MONTH'S FEATURES 





The Big Fires of 1955 


The lessons taught by the large-loss fires that struck 


at industrial plants last vear. 


What You Can Do About Absenteeism 


some ideas. taken from rac tie al eX erient e. on how 
I | 


DEPARTMENTS safety 


men can help reduce costly absenteeism. 
matters S Detroit Edison Company Learned This 
Buyers’ Guide 16 \ statistical study of a big utility’s absenteeism and 
New Produets .. 94 what caused it 

Is It Fair? 
What's New 


in Compensation . . The various types of watchmen’s systems and how 


A Watehman’s System Will Pay 


they help cut both losses and operating costs. 


Right off the Docket 
Baby Poster .........117 Safe Fuel Oil Handling Is Tricky 


Useful Literature An authoritative answer to the question: “How may 


97° 


The Book Shelf. . ys your boiler room equipment be operated safely’ 
Sudden Injury - ‘ — ows 
_—e Annual Fire Protection Equipment Buyers’ Guide 


Furtle Club \ 40-page classified index to fire-protection equip- 


Films on Safety Topies 1: ment, manufacturers, and trade names. 


News of People . Sprinkler Drains Open—$100,000 Loss 


& Suppliers 


A concrete example of how costly it can be to shut 
Future Safety Meetings 1: off your automatic sprinklers even for a short time. 


Literature in eral 
This Month's Ads ae Watch for and Avoid These Hazards 


; r Classified causes of industrial plant fires and the best 
Advertisers’ Index 
wavs to overcome them. 


Copyright 1956 PUBLISHED MONTHLY BY 


THE INDUSTRIAL PUBLISHING GROUP 


A DIVISION OF TELENEWS PRODUCTIONS, INC., 
ACCEPTED AS CONTROLLED CIRCULATION 
PUBLICATION AT EAST STROUDSBURG, PENNSYLVANIA 812 HURON ROAD, CLEVELAND 15, OHIO 


RETURN FORM 3570 TO 

$12 HURON ROAD, 

CLEVELAND 15, OHIO SUBSCRIPTION RATES: Single copy 50c, one year $5; Canada $6; United Kingdom £2.5.0., 
iyak n sterling at our London office. Other foreign $7 
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Tt wares ar ct cleans! 
REDUCES THE FREQUENCY OF REFINISHING 


Sanax was developed to permit frequent cleaning of waxed 
floors without washing away the finish ... and to eliminate 
waste in wax and labor. A neutral liquid soap with a wax 
base, Sanax not only quickly removes dirt, oil, and grease, 
but /eaves a thin film of wax. In fact, regular use of Sanax to 
machine-scrub or damp-mop waxed floors actually prolongs 


the life of the finish, and thereby reduces refinishing costs 


ny TIN Ta 

on a year-to-year basis. | NI N (a0) 
Like all Finnell Fast-Acting Cleansers, Sanax is specially i 
designed for the greater speed of machine-scrubbing, and | Sanat I 
works as effectually in a Combination Scrubber-Vac as ina | 
Conventional Scrubber-Polisher. And because Sanax is Ms WAX | 
processed from pure vegetable oils, it’s safe for all floors. | CLEANER 


Find out how you can simplify 

i and reduce the cost of caring for 

A 100 Series waxed floors. There's a Finnell 
General-Purpose Floor Specialist nearby to help 
Finnell you choose the waxes and cleans- 


km wee == crs that are exactly right for you @ A mild liquid wax-soap 
“4 needs. Finnell makes a complete 


line, so you can depend on un- for machine-scrubbing 
biased advice. In fact, Finnell or damp-mopping 
makes everything for floor care! waxed floors 

For consultation, demonstration, F 
or literature, phone or write @ leaves a lustrous anti- 


nearest Finnell Branch or Finnell skid protective finish 
System, Inc., 3506 East Street, 
Elkhart, Indiana. Branch Offices 
in all principal cities of the 
United States and Canada. 


@ Highly concentrated... 
economical to use 


FINMELL SYSTEM, Int. 2 


Originators of Power Scrubbing and Polishing Machines 
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register safety messages! | 27" NE... 


SUpericr 1-962 


SALES OFFICES 


Crevecann 15, Onto 


“Safety messages that get read” the Na- ee a 
¢ « uron Road, SUperior 9622 


tional Safety Council confirms, “ do help a. 
- ew York 17, New York 

reduce accidents.” Yet how difficult it is to Lee Haas, Manager: V. R. Stein, Administra 

tive ssistant rthur ovce 


get them read — particularly the familiar Room 803, 60 E. 42nd St., MUrray Hill 7-3420 


simple cautions we are all so prone to Curcaco 11, Inuors 
Charles F Gever, Manager i. tee 


disregard. J: dab Galdics 


: AJAX® Cups — one-piece, Suite 1613-15, 520 N. Michigan Ave., 
Here’s one way to do it wedge-shaped, easy to hold WHitehall 3-1655 

- a: and drink from; in 4, 6 and A eee ee 
AJAX CUPS put your safety message 7 oz. sizes; packed imprinted : . : 

. : '? . s with assorted stock safety mes- Alan Cazier 

right in your worker’s hand, several times sages at no extra cost or your Room 1003, 3460 Wilshire Blvd., 


° . own message to order. DUnkirk 9-9364 
a day, at just the moments when he is re- 


Lonpon, S.W. 1, Encranp 
laxed, receptive, ready to read. AERO® Cups — for those who John A. Lankester, 81 Palace St 
: ¢ . prefer a flat-bottom cup; in 3, : 
At the same time, these crisp, clean 4, 5 and 6 ot. sizes. Also with wee 
ee é i stock safety messages or your k 
AJAX Cups provide the most convenient, own message to order. 


0, JAPAN 


Taylor, American Trading Co. (Japan) 


lid 
. . . No Shiba Park 7—Goch sato-Ku, Tokve 
comfortable drinking water service, boost cl a 











WesteRN sERMANY 
worker morale, and reduce the hazards aa sos 


of transmitted infections. GET THE FULL STORY PB... ,.., 6 Ingelheim (Rheit 
; . er ‘ Write us today for 3 

Any bubbler fountain is easily convert- shits mow tatder “3 SUBSCRIPTION INFORMATION 

7 ce We eee eee ee ee ; which gives full : 
ed to provide this service. Ask your paper Aatateamaas 
merchant about it. safety-imprinted 
AJAX and AERO 

Cups and equip- 


ment. 


Single copy 50c, one year $5; Canada $6; United 
Kingdom [£2.5.0, payable in sterling at our 
London office; other foreign $7. Accepted as a 
controlled circulation publication at Fast Stroud 
burg, Pa. Return form 3570 te 12 Huron Road 
Cleveland 15, Ohio 


AFFILIATED PUBLICATIONS 


United States Envelope Company | sz... gsc ae 


Illustrated @ Industry and Welding © Welding 
Illustrated @© Commercial Refrigeration & Air 


General Offices: Springfield 2, Massachusetts Conditioning ©¢© Modern Office Procedures eo 


Precision Metal Molding. Members, Business 


15 DIVISIONS FROM COAST TO COAST Publications Audit of Circulation, Inc. Not re- 


sponsible for unsolicited material. 
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H220... Brown “Syl- 
flex” silicone-treated 
plain toe blucher ox- 
ford; brown Resist-Oil 
(Neoprene) sole and 
heel; storm welt; Nylon 
waxed laces; com- 
pletely Dacronstitched. 


A 


flex" silicone-treated 
plain toe blucher; 
brown Resist-Oil (Neo- 
prene) sole and heel; 
storm welt; leather 
laces; completely 
Dacron stitched. 


8980 . . . Brown “Syl- 
flex” silicone-treated 
plain toe 8” boot; 
brown Resist-Oil (Neo- 
prene) Grit buffed full 
double sole and heel; 
storm welt; leather 
laces, completely 
Dacron stitched. 


A 


THREE NEW 





FEATURE SILICONE-TREATED 
WATER-REPELLENT LEATHER 


Now you have a choice of three HY-TEST styles 
...an oxford, a shoe and an 8” boot... made 
with “‘Sylflex’’ silicone-treated brown upper 
leather p/us brown Resist-Oil sole and heel. Each 
is soft, flexible, easy-going and durable. The 
“Sylflex” tanned upper leather repels water and 
water-borne chemicals, keeps them from soaking 
into the fibers and still permits the leather to 
breathe. Feet are warm and dry in winter, cool 
and dry when it’s hot and humid. The oil and 
acid-resisting sole and heel are slip-resistant 
and insure tough, long wear. And, of course, 
they include the famous leather lined Anchor 
Flange Steel Box Toe. 


Write for Full Information 


HY-TEST SAFETY SHOES 


Division INTERNATIONAL SHOE COMPANY 
1509 Washington Ave., St. Lovis 3, Mo. 
Teletype: Slt 300 
927 N. 3rd St., Philadelphia 23, Po. 
Teletype: PH 476 ny 


INTERNATIONAL 
SHOE COMPANY 


WHY SETTLE FORLESS?... 
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Daylon 
safety shoes 


by 
UNDERWRITERS’ 
LABORATORIES 


these shoes make 
your ladders safer 


Your straight ladders will enjoy a 
firmer grip on the ground or on the 
floor with these popular Dayton 
Safety Ladder Shoes. Neoprene 
rubber suction treads really grip 
slippery floors — and — a simple 
turn and spike steel tips 

dig into the ground 

for real security and 

safety. The base is 

16-gauge steel. 

Side plates are 

13-gauge steel. 

Lock nuts, spring washers assure 
precision adjustment. Treads are 
renewable. All zinc-plate finish. 


For FREE literature write to Dept. F 


ladder co. 


In Canada—SAFETY SUPPLY CO., TORONTO 


2339 Gilbert Ave., Cincinnati, Ohlo 
Circle No. 11 on reader service card 





Any Information 
About Dangerous Jobs? 
EDITOR: 

We would appreciate your help 
in sending us any information 
you might have on jobs that are 
considered most hazardous _ in 
these industries: metal-working. 
chemical, petroleum producing and 
refining. 

We'd also like to know the ap- 
proximate number of employees 
engaged in hazardous work in 
these industries. 

Of particular importance to us 

hazardous work in connection 
with head and eye injuries, and 
respiratory problems. 

STANLEY M. Gates 
Beaumont, Heller & Sperling 
Reading, Pa. 

We've been unable to locate any 
statistics of the type requested. 
Can any reader help? 


What's the Real 
Frequency Rate? 
EDITOR: 

Referring to the article, “How 

Why—to Use a Picture,” in 
the February issue of Occupa- 
TIONAL HAZARDS, we wish to call 
your attention to an error. 

The frequency rate of 22.95 that 
you refer to for the industry’s 
open pit mining operations is a 
frequency rate for mining opera- 
tions other than coal, which would 
include underground metal min- 
ing operations. 

While the National Safety 
Council does not separate the fre- 
quency or severity rates of open 
pit operations and metal mining 
operations, the frequency rate for 
quarry operations would be a fair 
comparison. According to Na- 


tional Safety Council figures, the 
1953 frequency rate for quarry 
operations was 14.93. The open 
pit operations in the Lake Su- 
perior District had a frequency 
rate in 1953 of 9.14 and severity 
rate of 1.47. 

We are merely pointing this out 
to show that the industry’s open 
pit rate is not nearly as bad as 
you indicate. 

Au Kout 
Pickands Mather & Co. 
Duluth. Minn. 

Glad to know the Lake Superior 
District rate is so low! Does any- 
one have figures on the open pit 
mining industry as a whole—ex- 


cluding quarries and coal? 


Sf 


Safety Program 
Set Up by Penn 


EDITOR: 

Our company is a regular sub- 
scriber to OCCUPATIONAL HAZARDS 
and has gained much from your 
articles on safety and_ related 
items. 

Presently we are undertaking a 
serious safety program in out 
plant. A safety council has been 
appointed from 
sections of the company. In addi- 


representative 


tion, a safety engineer has been 
assigned to actively pursue the 
many facets of this program. Reg- 
ular scheduled meetings are held 
by the entire group; and it he- 
comes the responsibility of the 
safety engineer to act on recom- 
mendations of the council, of 
which he is also a member. 

We would greatly appreciate 
any information you may have 
available, or access to, as related 
to specific duties and responsibili- 
ties of the safety engineer. We are 
aware of the general scope of this 
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aereipe. 


job. but are in need of a detailed 
statement of the safety engineer's 
responsibilities for purpose of a 
job write-up. 

Any data you might furnish on 
this subject would be extremely 
helpful. 

J. N. Cron 
Supervisor 

Industrial Engineering Dept. 
Penn Controls. Ine. 

Goshen, Ind. 

1 reasonably full reply was 
sent Mr. Crone. But has anyone a 
thorough job dese ription covering 
the duties of a safety engineer in 
a light metals or electronic con 


trols plant? 


Compensation Costs 
Interest Seagram 


DITOR: 


Some months ago, you pub- 
lished an article titled, “Why Are 
Compensation Costs Soaring?” 
\lso, in your August 1955 num- 
ber a similar article concerning 
hack injuries was published. 

We are desirous of obtaining 
at least three reprints of each of 
those two articles. 

I. W. SHutt 
Safety Engineer 
Joseph E. Seagram & Sons. Inc. 
Louisville. Ky. 

Tear sheets of most OccuPa- 
TIONAL HAZARDS editorial mate- 
rial ean he supplied in reasonable 


number a 


Payments Are Up— 
Rates Are Down 
EDITOR: 

Please refer to your article en- 
titled, “Compensation Up Pre- 
miums Down,” of your December 
1955 issue. 

Your article contains the worth- 
while objective of indicating that. 
as a practical matter, a company 
can save money by reducing or 
eliminating occupational accidents 
and injuries, because many com- 
pensation policies are “experience 
rated.” 

I do wish to state, however. 
that I think the title of your article 
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Modern. . . to match today’s factories and plants 
Colorful . .. to harmonize with today’s offices 
Efficient. . . to meet the needs of business and industry 


The Morton Salt Company 
Now Offers A 


NEW 
GOLDEN DISPENSER 


Here’s a salt tablet dispenser in new golden aluminum that adds 
beauty to any place of business. Morton’s new Golden Aluminum 
Salt Tablet Dispenser also serves as a pleasant reminder to employee 
to take salt tablets when weather and working conditions combine 
to cause dangerous heat fatigue. 

Morton’s 500-tablet Golden Dispenser is ruggedly built and easy 
to install. It won’t rust and has a tight fitting dust-proof cover. 





Morton also offers two other types 
of dispensers and two kinds of salt tablets 


F 
MORTON 
SALT 
TABLETS 


Morton's Disposable Dispenser complete with 
tablets and wall bracket, is handy and sanitary... 
requires virtually no supervision or maintenance. 
It delivers Yellow Impregnated Salt Tablets with- 
out crumbling or waste. 

Morton’s Functional Plastic Dispenser is an inex- 
pensive, non-corrosive, permanent type tablet 
dispenser that holds 1,000 tablets, delivers them 
one at a time without waste. 


HEAT RELIEF 





Morton Yellow Impregnated Salt Tablets are made 
by a special patented process that controls the rate 
of dissolving . . . makes it possible for people to get 
their required amount of salt without the feeling of 
nausea which might occasionally accompany the 
taking of plain salt tablets. 

Morton Plain Salt Tablets cost an average of less 
than one cent a man per week. These 10-grain tab- 
lets contain high purity salt and act extremely fast 
to counteract symptoms of Heat Fatigue. 


MORTON SALT 
COMPANY 


Dept. OH-6, 120 South LaSalle Street, Chicago 3, Illinois 


Please send me your free new booklet which gives complete in- 


formation about the Morton line of salt tablets and dispensers. 


Name 


Company 
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Daylon 
safety shoes 


UNDERWRITERS’ 
LABORATORIES 


these shoes make 
your ladders safer 


Your straight ladders will enjoy a 
firmer grip on the ground or on the 
floor with these popular Dayton 
Safety Ladder Shoes. Neoprene 
rubber suction treads really grip 
slippery floors — and — a simple 
turn and spike steel tips 

dig into the ground 

for real security and 

safety. The base is 

16-gauge steel. 

Side plates are 

13-gauge steel. 

Lock nuts, spring washers assure 
precision adjustment. Treads are 
renewable. All zinc-plate finish. 


For FREE literature write to Dept. F 


safety 
ladder co. 


In Canada—SAFETY SUPPLY CO., TORONTO 


2339 Gilbert Ave., Cincinnati, Ohlo 
Circle No. 11 on reader service card 
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Any Information 
About Dangerous Jobs? 
EDITOR: 

We would appreciate your help 
in sending us any information 
you might have on jobs that are 
considered most hazardous in 
these industries: metal-working. 
chemical, petroleum producing and 
refining. 

We'd also like. to know the ap- 
proximate number of employees 
engaged in hazardous work in 
these industries. 

Of particular importance to us 
is hazardous work in connection 
with head and eye injuries, and 
respiratory problems. 

STANLEY M. Gates 
Jeaumont, Heller & Sperling 
Reading, Pa. 

We've been unable to locate any 
statistics of the type requested. 
Can any reader help? 


What's the Real 
Frequency Rate? 
EDITOR: 

Referring to the article, “How 

Why—to Use a Picture,” in 
the February issue of Occupa- 
rIONAL HAzARDs, we wish to call 
your attention to an error. 

The frequency rate of 22.95 that 
you refer to for the industry’s 
open pit mining operations is a 
frequency rate for mining opera- 
tions other than coal, which would 
include underground metal min- 
ing operations. 

While the National Safety 
Council does not separate the fre- 
quency or severity rates of open 
pit operations and metal mining 
operations, the frequency rate for 
quarry operations would be a fair 
comparison. According to Na- 
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tional Safety Council figures, the 
1953 frequency rate for quarry 
operations was 14.93. The open 
pit operations in the Lake Su- 
perior District had a frequency 
rate in 1953 of 9.14 and severity 
rate of 1.47. 

We are merely pointing this out 
to show that the industry’s open 
pit rate is not nearly as bad as 
you indicate. 

At Kout 
Pickands Mather & Co. 
Duluth, Minn. 

Glad to know the Lake Superior 
District rate is so low! Does any- 
one have figures on the open pit 
mining industry as a whole—ex- 


cluding quarries and coal? 


Sf 


Safety Program 
Set Up by Penn 


EDITOR: 

Our company is a regular sub- 
scriber to OCCUPATIONAL HAZARDS 
and has gained much from your 
articles on safety and_ related 
items. 

Presently we are undertaking a 
serious safety program in our 
plant. A safety council has been 
appointed from representative 
sections of the company. In addi- 
tion, a safety engineer has been 
assigned to actively pursue the 
many facets of this program. Reg- 
ular scheduled meetings are held 
by the entire group; and it he- 
comes the responsibility of the 
safety engineer to act on recom- 
mendations of the council, of 
which he is also a member. 

We would greatly appreciate 
any information you may have 
available, or access to, as related 
to spec ific duties and responsibili- 
ties of the safety engineer. We are 
aware of the general scope of this 
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job, but are in need of a detailed 
statement of the safety engineer's 
responsibilities for purpose of a 
job write-up. 

Any data you might furnish on 
this subject would be extremely 
helpful. 

J. N. CrRont 
Supervisor, 

Industrial Engineering Dept. 
Penn Controls. Ine. 

Goshen, Ind. 

1 reasonably full reply was 
sent Mr. Crone. But has anyone a 
thorough job dese ription covering 
the duties of a safety engineer in 
a light metals or electronic con 


trols plant P 


Compensation Costs 
Interest Seagram 
EDITOR: 


Some months ago, you pub- 
lished an article titled, “Why Are 
Compensation Costs Soaring?” 
Also, in vour August 1955 num- 
ber a similar article concerning 
hack injuries was published. 

We are desirous of obtaining 
at least three reprints of each of 
those two articles. 

I. W. SHutt 
Safety Engineer 
Joseph FE. Seagram N Sons. Inc. 
Louisville. Ky. 

Tear sheets of most OccuPa- 
rIONAL HAzARDS editorial mate- 
rial can be supplied in reasonable 
numbers. 


Payments Are Up— 
Rates Are Down 
EDITOR: 

Please refer to your article en- 
titled, “Compensation Up—Pre- 
miums Down,” of your December 
1955 issue. 

Your article contains the worth- 
while objective of indicating that. 
as a practical matter, a company 
can save money by reducing ot 
eliminating occupational accidents 
and injuries, because many com- 
pensation policies are “experience 
rated.” 

I do wish to state, however. 
that I think the title of your article 
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Modern. . . to match today’s factories and plants 
Colorful . . . to harmonize with today’s offices 


~ . 
Efficient . . . to meet the needs of business and industry 


The Morton Salt Company 
Now Offers A 


NEW 
GOLDEN DISPENSER 


Here’s a salt tablet dispenser in new golden aluminum that adds 
beauty to any place of business. Morton’s new Golden Aluminum 
Salt Tablet Dispenser also serves as a pleasant reminder to employee 
to take salt tablets when weather and working conditions combine 
to cause dangerous heat fatigue. 

Morton’s 500-tablet Golden Dispenser is ruggedly built and easy 
to install. It won’t rust and has a tight fitting dust-proof cover. 


Morton also offers two other types 
of dispensers and two kinds of salt tablets 


am Morton's Disposable Dispenser complete with 
— tablets and wall bracket, is handy and sanitary... 
TABLETS requires virtually no supervision or maintenance. 
HEAT RELIEF It delivers Yellow Impregnated Salt Tablets with- 
out crumbling or waste. 
Morton’s Functional Plastic Dispenser is an inex- 
pensive, non-corrosive, permanent type tablet 
dispenser that holds 1,000 tablets, delivers them 
one at a time without waste. 


Morton Yellow Impregnated Salt Tablets are made 
by a special patented process that controls the rate 
of dissolving . . . makes it possible for people to get 
their required amount of salt without the feeling of 
nausea which might occasionally accompany the 
taking of plain salt tablets. 

Morton Plain Salt Tablets cost an average of less 
than one cent a man per week. These 10-grain tab- 
lets contain high purity salt and act extremely fast 
to counteract symptoms of Heat Fatigue. 


MORTON SALT 
COMPANY 
Dept. OH-6, 120 South LaSalle Street, Chicago 3, Illinois 


Please send me your free new booklet which gives complete in- 


formation about the Morton line of salt tablets and dispensers. 


Name 


Company 
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and a considerable amount ol the premium rate pel S1LOO of payroll How lo ope ik. \\ ould vou please 


text are very misleading. in that it had remained the same. inform me how I can contact the 
would imply to the average pe R. H. LEARMONTH proper personnel to obtain this 
son reading it that compensatior Kansas Citv. Mo. literature / 

" . ) . 
costs are decreasing. Since the December article was \. A. BEARDSLEY 


It is my understanding that th published. we have carried several 


contrary is true. and that compet articles. showing how compensa- (American Cvanamid ( 
sation costs and premiums (as op tion benefits have increased sharp Bound Brook. N. J 
posed to premium rate per S100 y over the years. In the article lhis was one of several requests 
of payroll) are increasing. [he questioned by Mr. Learmonth. we or copies of the Crucible Stee 
lieve that 1 can support this stat nointed fora BuBiber Ot Shales ay Company manual on trainir 
ment by using some of your ow! vhich even rates per $100 of pay fnvamion. ta 
figures, roll have heen increased recently 

You indicate that Compensatior due to increases in benefits. Com A 
benefits have increased. rough! nensation costs should not. of 
9% since 1940, and you als course. be blamed on over-all pay- 
state that the compensation pre roll increases any more than they "One Man Can 
mium rates pet S100. of payro hould be blamed on increases tr Make the Difference" 
have decreased 14‘-. the number of employed. 

The important fact that vou are EDITOR 
not considering or indicating - | have read with interest yout 
that the payroll subject to the pre al irticle. “One Man Can Make the 
mium rate for an equivalent nun Difference” which appeared in 
her of workers has increased vet one ol our issues last year 


“Teach Your Foremen 
How to Speak" 


substantially. One question came to mind tt 


To illustrate my point. severa reading of the excellent job bein 
of the rates in our company. and EDITOR: done by this individual. What was 
these are not exce ption ul. wou In the February issue of Occu- his position mn the « Mpany organ 
have increased anywhere fron PATIONAL HAZARDS an article ap ization? Did he report directly 
247% to 345% since 1940 if tl veeared. “Teach Your Foreme! to top management. or was he a 





WE NEED THE READER SERVICE CARD 


with a circle around No. 10 


TO SHOW YOU HOW TO KEEP COOL! 


. . . How to get more production from cooler, 
happier employees — with greater safety too! 


Lasts longer, refrigerates by simple process 
of evaporation — cheapest in the long run. 


DRYBROW 


FREE TRIAL 


@ Sample Drybrow sent FREE to any 



















Made of 







Genuine : 
DuPont safety or plant official so you can 
Cellulose see why Drybrow absorbs 20 times 
Sponge its own weight of water. 






@try our offer... Simply circle 
Number 10 on the Reader Service ! 
Card and mail today. 


10 on reader service card for more information 






American Allsafe Co., Inc. 
1245 Niagara Street * Buffalo 13, N. Y. 
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New, Improved Sol- 


Speedi-Dri Offers 


Top Protection Against Fall Hazard 


No. 1 Oil and Grease Absorbent Keeps Floors 


Is New Buy-word for 
Sol-Speedi-Dri; Bag Has New Design 


Vnen you 


ET LE LIE OT 
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ott AMO GREASE ARSORGe,y > 
THE BUY-WORD FOR FAMOUS 


THiasTy a@sonaenT 
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SOL-SPEEOl-OA/ 





¥ 





it | 


floors 
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Slipproof; Unmatched for Dustlessness 


From the research laboratories of the Speedi-Dri 
i 


has come news of 


Sol 


vital importance 
-Speedi- Dri 
and grease absorbent 
try has b 
thoroughly 
tually 
new 


o industi 


everywhere long the most w 


in indus- 
een + i unproved, 
It’s 
a new pr ct, meeting 
for eifi- 


Safety 


tested Vir- 
higher andards 
ciency economy and 


underfoot 


You can’t buy a safer mineral 
im- 
With | 
ever, it 
liquids and 
dry and 
skidproof, 
ng surface. It 
become “clay- 


mat down 


absorbent han the new, 
proved Sol-Speedi-Dri 

harder granule than 
discomfort 


absorbs cause 


well costly 
problems 


The re 
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7 as as 
greases oors 


clean 
slipproof 
doesn’t s St 


doesn’ ike sorpvent 


under traffic 
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duction—are comple 
Sol Speed! Dri so p oil and 
1 efficiency. 
it absorbs 
blanket 
floor 


aks 
grease witt I 
And 
Wher 
Swept 
bone 
‘scum” 


thoroug | Considering accident 
well as plant 
| Sol-Speedi-Dri 
for economy 
in volume weigh | 
much greater floor cover 
pound—requires 
replacement 

The 
and 
cost 


it ‘tains as 


irated IS Is your 


emerges Lower 
no oily 
granules 
drawing oil 
from the 
floor. Old, 
be made 


dry. There's 
left 


; 
like a poultice 


it 
Its thirsty 
act less 
and 
very 


deposits 


of the 


grease 
pores only 


way to 


adsorbent 


judge 
oil-soaked floors can 


ind usable 


grease 


dry, safe 


Vs perform ( 
Judge Sol-Speedi Dri 
and you can't 


any other mineral 


logi C 


An absorbent that is dusty can 


absor 


SPEEDI-DRI 
(A subsidiary of Minera 
82E 


CORPORATION 

& Chemicals Corp. of America) 

ex Turnpike, Menlo Park, New Jersey 
Send me a free sample of the new, 
improved Sol-Speedi-Dri 

Name— 

Company 

Address 

City 

DISTRIBUTEL 


ANADA BY G. H. WOOD & 
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part of personnel or industrial re- 
lations? The article so vividly 
pointed out the direct results that 
I imagine he reported to top man- 
i} i Ls) agement and had the authority to 
£ ‘3 ‘ | make the program work, in his 
po ct FS me own way. 


EAGLE PICRER nov I would be interested in know- 


acm 


/ 
/ 


é 


its bide teme bras li tld 
ra) Ba 


ing of his position in the organiza- 
tion, which permitted him to get 
the results he desired. 
I. H. Wacner 
Director of Safety 
The Mead Corp. 
Chillicothe. Ohio 
The article was published in 
October 1955. The man who made 
the difference once was full-time 
safety director, then a personnel 
man, then full-time safety director 
again—the last, because accident 


—~------ 7 
/ 
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rates without a safety program 
jumped so high that top manage- 
ment restored him to his original 
job. He is not on the highest man- 
agement level in his company. 


There’s a BIG! difference in floor absorbents 


¢ 


TEST IT Yourself! exe 


Wanted for Reprinting 
EDITOR: 

We should like to obtain per- 
mission to reprint the article, 
“Scientific Approach to House- 

keeping,” which appeared in the 
HERE’S WHAT YOU'LL PROVE TO YOURSELF about safe, skid- March 1955 issue of Occupa 
proof Eagle-Picher Floor-Dry: It’s extremely insoluble, absorbs 


rIONAL HAZARDS. 
more oil and water. It goes further, provides much greater Also, I 


IN YOUR OWN OFFICE, make this simple 15-minute test. Com- 


pare Eagle-Picher Industrial Floor-Dry to any other floor 
absorbent. 


would like to write to 
coverage. It reflects more light, brightens the work area. It’s the author to request his permis- 
non-combustible, has no chemical reaction. It lasts longer, sion, but do not have his name. 
sive won sauaey | Would you supply it? 

: : Maria JETT 


EAGLE % = Editor 
} * ; HOSPITAL TOPICS 
Since 1843 / Chicago, Ill. - 
j Permission granted. The article 
was prepared by OCCUPATIONAL 
HAZARDS editors. 


WRITE TODAY. Our Eagle-Picher rep 
resentative will bring the portable A & i Asbiteoten Story 
laboratory to vour office where 


Valuable in South 
you may make this test yourselt i 
The Eagle-Picher Company, , EDITOR: 


Cincinnati 1, Ohio. Our safety engineer, Pete Mar- 


coni, believes that each supervisor 
should have a copy of the arbitra- 
tion story on the lead man in the 
mix department of an asphalt 
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proved and 
accepted 


ty 
ie 


ose wewewwewe we ee er we 


ee ewe a eo © 


~ 
~*~ 
wy 


she most extreme indyst,;. 
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Neo-Supreme Soles—tested in all major industries under 

truly extreme conditions which quickly ruin ordinary soling materials— 

proved to be far superior in wearing qualities to any 

other sole yet developed. Super resistant to acids 

caustics, extreme heat or cold, metal chips and oils, Neo-Supreme 

is accepted by workers, safety engineers and shoe manufacturers as 

ations. For : ¢ ANVASIS3y 


greater comfort safety and longer wear under E WO 
y, P Sadqns 


the best sole for all extreme industrial applic 


extreme conditions, insist on Neo Supreme 
another first by Gro-Cord 
Available in Black or Brown with matching heels in 


a full men’s size range. 


SUPER ACID RESISTANT SUPER METAL CHIP RESISTANT 


SUPER OIL RESISTANT SUPER FLEXIBLE AT EXTREME 
LOW TEMPERATURES 


SUPER HEAT RESISTANT NON-MARKING 


NEO-CORK NEO-CREPE NEO-COMP NEO-CORD 


seme’! “Sell ‘em the shoe with the Sole for the job” 
Gro-Cord offers the only complete line of industrial GRO-CORD RUBBER CO. 


work-shoe soles that enables you to assure workmen of 

; : LIMA, OHIO 
greater satisfaction through comfort—safety and longer 
| wear, regardless of job conditions. Write today for this 


a | free Gro-Cord Sole Selector which instantly tells you the Conedion Plant 
j 1 so 3 ! GRO-CORD RUBBER CO. of CANADA LTD. 
(ame | best sole for any one of 50 basic jobs ny ont 


} = 
| 
| 








January 1956 
Hazarps. and has asked the Tech 


plant which you carried in the 


OCCUPATIONAI 


nical Information Branch to re- 
print 300 copies. Viay we have 


permission to do so? 


G. E. RANDALI 


Manager. Technical Informatior 


Branch 


Another Plant 
Paper Started 


DITOR: 

We here at Olivers York Divi- 
sion are undertaking the publica 
tion of a plant newspaper. It is 
our intention to devote one page 
of this bi-weekly publication to 


be of invaluable assistance to us 
in the preparation of — effective 
safety features for our pape 

It is hereb 


he granted permission to 


requested that we 
reprint 
or reproduce. in whole or in part. 
editorials. feature articles. or car 
toon features tro Vour public i 


tion. 


plant safety and safety pro edures, 


(ro. Ine. 


Tullahoma. Tenn. 


aS Onan Davy 
statistics. etc. p Dent 
° 2 : ersonnel 1) 
\s recipients of your fine pub Meg r, 
here it sgane: - The Oliver Corp 
lication, it is felt that much of the 


This was one of our regul ; 
. York. Pa 
material included therein would 


“Is It Fair?” items. 


Permission cranted except for 
reproduction of “Sudden Injury 


and Baby Poster pages. which con 





tain photo raphs copyrighted by 


the original piclure soure 


Safety and Special Purpose 


Plain or Reflectorized Index Needed for 


Quick Use of Magazine 


EDITOR: 

On page 74 of your January 
1956 issue | noted a = statement 
that the index to the 1955 issues 
of OCCUPATIONAL HAZARDS is 
ready for distributior 
‘ry much appreci 
as | have made 
OCCUPATIONAI HAZARDS maga 
ind | have no doubt that 


our index would be far more re 
| NOTICE Y 
| 


THESE DOORS liable than any that I could set 
eed MUST BE 
_MEPT CLOSED 





(CAREFUL) 





\ ul navaZzin 


ee we 

THINK ietetca ss: pdilenet, Saleen 
LP | | |IT MAY BC YOUR OWN journal for safety engineers that 
CLEAN | ACCIDENTS | is valued bv all of us in the safety 


| AV 


OIDABLE X 
FORGET THE ALIBI. 
f | CAUTION 
SMOKING) \ 


requirements may be, you can engineering 
depend on Sargent-Sowell! We are H. | 
nationally known for our , 
dependability and quality, and we regional Salety Otlicer 
maintain a complete inventory of . S. Post Office Dept. 
more than 5,700 standard allas. Texas 
Industrial, Construction, Safety, 
Municipal, and Plastic signs 
All orders are processed the are still 
day they are received .. . no 
waiting! You get your signs 
when you want them. 


protessior 


| P No matter what your sign 





PACKARD 
> 


CURRENT AISLES | 


ON= L_ CLEAR} 








Inde res for all 


avatlable 











What's more, you'll find our 
prices represent genuine sav- 
ings. Write Dept. O-H for our 
new full color illustrated folder 
today. 

Immediate Delivery 

A few territories available 

for distributors. 


SARGENT-SOWELL, Inc. 


“Satisfaction Guaranteed or Your Money Refunded” 
P. 0. Box 1176-H Grand Prairie, Texas 


Errant—no} 
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+. with your purchase of Sight Saver Tissues 


F oROLBASE Now you can promote eye safety, save time and improve work- 
manship by putting Sight Savers at everyone’s fingertips. Spot 
new space-saving Sight Saver Cleaning Stations at handy loca- 
tions throughout your plant, including offices and washrooms. 
They cost you nothing. You pay for the tissues only, and Sight 
Saver Cleaning Stations assure thrifty use of tissues because they 
dispense only one at a time. Make clean glasses a habit with 
Sight Savers, the genuine, silicone-treated tissues known and pre- 
ferred by millions as the easiest, most efficient way to clean and 
polish eye glasses. 


Compact, space-saving—over-all size only 3'2 x 8” 
Easy to install—either screw or adhesive mounting 
Dispense just one ready-to-use, 3x7” tissue at a time 
Easy to service, insert new packets of tissues as needed 
Dispense standard Sight Saver refill packet—No. 65 
Attractive steel construction, fool-proof mechanism 
Available in 3 colors—safety green, white, black 


Catalog Color Price 
New Dispensers: 


No. 67 Black Free with purchase 
of Sight Savers 

No. 68 White ditto 

No. 69 Safety Green ditto 


Original Dispensers: 


No. 60 Black $2.50 ea 
No. 61 White $2.50 ea 
No. 62 Safety Green $2.50 ea 


Refill packets of Sight Savers for all models: No. 65—Packet of 800 
Sight Saver tissues $1.45 ea. 10 packets per ctn., 10 ctn. per case 


iy MAIL COUPON TODAY for Distributor Listing 
uaa DOW CORNING CORPORATION Midland, Mich. Dept.8206-E 


Please send me your listing of Safety Supply Houses handling 


DOW CORNING SIGHT SAVER Cleaning Stations. 
CORPORATION — 


COMPANY 
ADDRESS 


MIDLAND, MICHIGAN 


Cry 
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EYE 
WASHING 
FOUNTAIN 


/ 


Leading industrial doctors advise immedi- 
ate washing with plenty of running water as 
the best first aid treatment for any chemical 
in the eyes. Records prove that washing with 
water for ten minutes or more, closé to the 
accident, is necessary to reduce or eliminate 
eye damage. 

Forehead operation leaves hands free to 
open eyelids so water can be directed wher- 
ever chemicals might be lodged. Sanitary white 
baked enamel bow! is resistant to most fumes. 

Over 500 industrial plant installations have 
been made to date. 

Write For Details. 


VALVE NEW 


Chain Operated Fal Cag [ef 
SHOWER 


Self-Closing 


“Orwes | 
on Fn, | 


The B & A Shower Is the 
quickest and most satisfac- 
tory way to saturate a work- 
er with gallons of water the 

{nstant an accident occurs, to prevent a dis 
figuring burn—even a fatality 
Special shower head, no holes to clog—can 
be used where unfiltered water prevails. 
Write For Details. 


GLASS 
AND cue VERS 


Mic 
IN EYEG/ AL A, 
OISFIGURING 
FACIAL culs, 
AND BURNS 


CuTS ANO 


BURNS \ 
vi 
$ 
HA 
off es 2 can 
€ SAF-T-BAGS 


are widely used for the safe 
handling of glass bottles con- 
taining harmful chemicals; also 
the storage and recovery of 
expensive serums, biologicals, 
and other costly products. 

Painful cuts, disfiguring 
burns, loss of eyesight, or even 
a fatality, do result from corro- 
sive liquid splash and flying 
glass when unprotected bottles 
oe shatter. 

5 GALLON Write For Details, 


BENSON & ASSOCIATES .INC 


Dept. OH, P.O. BOX 7542, CHICAGO 80, ILL 
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BUYERS’ GUIDE | 





Use this list of advertised 


products to locate easily the 


information you need. 





A 


Absorbents, grease 
(ir presses 


Athletes’ foot preventive 


B 
Books 


Breathing equipment 


Cc 


assemblies 
Cigarette dunking stations 


Chain 


Deluge guns 
Drinking cups 
Dust 


control equipment 


Ear protectors 
Emergency lighting 


Eye wash fountains 
Eyewear 


, 
Lid; 


17-20, 


F 


I ace hoods, shie Ids 
Fire blankets 
Fire detection systems 
Fire extinguishing equip 

ment 61, 70, 71, 77 
Fire extinguishing systems 
Fire hose 
Fire hose fittings, nozzles 
Fire hose racks, reels 
Fire trucks ree 
First aid 

supplies 
Floor matting 
Floor maintenance equipment 1, 
Floor maintenance materials 1, 
Floor non-slip materials 109, 
Footwear i, td. on, 30; Ae, 


64, 72, 98, 118, 129, 


G 


8, 43, 103, 116, 125, 12: 


H 


Hard hats, helmets 
Hearing testers 
Hydraulic fluids 


Industrial cleaning devices 
Insect repellents 


Ladders 
Ladder 
Lens cleaners 
Lighting 


| ine 


safety devices 


equipment, 


markers 


Machine guards 
Material har 
Mirrors 


Press feeders 

Protective bottle 
Protective 
Pumps, 


clothing 


hand 


Radiation measuring 
Railroad car 
Re spirators 


pullers 


Resuscitators 


S 


Satety trophies 


awards 
Safety belts 
Safety cans 
Salt tablets 
Showers. emergency 
Signal devices 
Signs 

Skin cleaners 
Solvents 

Splints 

Sprinkler syst 
Stretchers 


Sweatbands 


Tools, hand safety 


non-sparkil 


V 


Ventil iting equipment 
Vision testers 


WwW 


W ashroom cle ining supplies 
Watchmen’s clocks 9 
Welding curtains, shields 
Welding helmets 


98 


22 


, OO 


66 
20 
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LOOK TO 


for the best in protection, comfort and Styling 





supplies more than 5SO Safety 
Spectacle Styles that give wear- 


ers the same positive protection, 
maximum comfort, eye-pleasing 
styling as these 12 popular 
designs. 


New wide vision frame shape in flesh-color butyrate. Provide 
maximum protection but don’t look like safety spectacles. 
Handsome styling appeals to workers, provides safety with 
comfort. Spatula or half-plastic—half-cable temples, full range 
of eye, bridge and temple sizes. Also available in bronze-color 
as Style WFB. 

* Style WF —6.00 C—Clear ST* Lens—$2.75 


Style WF 


—_ 
— 


r Distinctive new half-frame design with demi-amber overlay 
Style WFH _——_ on upper portion of crystal butyrate frame. Wide vision lenses, 
é 


spatula temples. Also available with all demi-amber frame 
and temples as Style WFD. New style concepts typify Willson 
leadership in safety spectacle design. 


Style WFH —6.00 C—Clear ST* Lens—$3.15 


Ese ee 

Style WCS—Wilison Unique hinged bridge sets WCS series apart from ordinary 
Contour-Spec® ~ 

= safety spectacles. One size for all faces... broad or narrow 

—long or short. Fits all bridge widths from 18 to 26 mm. One 

eye size—47 mm. Contour-Spec frames, temples and sideshields 

are of sturdy, combustion-resistant acetate butyrate—Style 

WCS47 in flesh color, WCSG47 in green. Patented Contour- 

Sy Spec temples assure safe comfortable fit. 
XQ Ris: Style WCS —6.00 C—Clear ST* Lens—$3.05 


IN 


Style WP Saddle bridge provides maximum strength and rigidity. 
% \ Sturdy combustion-resistant frames, temples and sideshields 
of acetate butyrate—Styles WP and WPS in flesh color—WPG 
and WPSG in green. Has on-line temples—standard with half- 
_ 7, ai ¥ plastic—half-cable but also available with spade temples and 
= ( 4 elastic headband. 
j = Style WP —6.00 C—Clear ST* Lens—$2.50 


_ Aan een n res e eee eseesssssssssss= 
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Style WBS / Distinctive bronze-color acetate butyrate frames, temples and 
' sideshields—sturdy and combustion-resistant. Choice of half- 
plastic—half-cable temples or spatula type. Pleasing design 
incorporates ‘keyhole’ bridge and Hi-Line® temples. Also 
available with adjustable rocker nose pads. Style WB with- 
out sideshields. 


Style WBS —6.00 C-—Clear ST* Lens—$3.30 





Style WK 
Same design and features as WB series except that 
acetate butyrate frames are flesh color. Style WKS 
with sideshields. Style WKPS with sideshields and ad- 
justable rocker nose pads. Style WKP with nose pads 
but without sideshields. 
Style WK —6.00 C—Clear ST* Lens— $2.75 


Modern frame with Hi-Line® temples permits unob- 
structed vision. Metal reinforcing bar adds strength 
and rigidity. Adjustable plastic rocker nose pads assure 
comfortable wearing. Sturdy, flexible covered industrial 
cable temples easily bend to and hold proper fit. Metal 
parts are of strong nickel silver, nickel plated for extra 
resistance to corrosion. 
Style AVS —6.00 C—Clear ST* Lens—$3.05 
Eee ete eee eee Se Se ee ee ee eee ee ee Se ee ee ee ee ee oe 
Sturdy frame with on-line temples, metal reinforcing 
bar and easy lens replacement feature. Available also 
with pearloid brow rest (Styles Al and ASl) for extra 
comfort. Flexible cable temples covered with sweat- 
proof plastic. Rocker nose pads adjustable for proper 
fit. Metal parts are non-corrosive for long service 


Style A 6.00 C—Clear ST* Lens—$2.65 


Heavy duty spectacle with 50 mm round lenses, on- 
line industrial cable temples, and saddle nose bridge. 
Metal reinforcing bar strengthens nickel plated, nickel 
silver frame. Recommended as protection from frontal 
impact for grinders, buffers, drill press operators, etc 


Style B119 —Flat Clear ST* Lens -$2.10 


Style B119 
eC 


Features high arch adjustable bridge with special Style MSO-OL 
leather curtain to prevent particles from reaching eyes 
from above. Perforated leather sideshields add com- , 
fort and protection. Lenses are 50 mm round. Temples ~ 
are industrial cable type. 
Style M50-OL—Flat Clear ST* Lens —$2.25 


Rugged, all-purpose safety spectacle for heavier- 4 a icatiniaeais 
than-average impact hazards from all angles. Clear 
perforated plastic sideshields, saddle nose bridge, re- 
inforcing bar, and covered industrial cable temples. 
Style F350  —Flat Clear ST* Lens —$2.00 


Clip-on spectacles have lightweight frames of gold- 
color, non-corrosive metal. Fitted with 44 mm un- 
hardened clear lenses. Designed for very light impact 
hazards or as a cover for spectacle type goggles to 
prevent pitting. Also recommended as protection for 


prescription glasses during occasional exposure to 
hazards. 


Style COl —Flat Clear Lens —-$ .55 
*ST—Super-Tough Heat Treated Lens Consult Your Local Distributor For Quantity Prices 
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The continuing efforts of 
the Willson Research Cen- 
ter are your assurance that 
the quality Willson prod- 
ucts you buy are the most 
modern on the market. 


Today's extensive line of 
Willson safety equipment 
stems from five generations 
of this same intensive re- 
search and development. 
Each of the more than 300 
products now bearing the 
Willison trademark reflects 
the quality and craftsman- 
ship of 86 years devoted 
exclusively to the manufac- 
ture of safety equipment. 


research 


center 


Wherever you may be ... you can get speedy local service on 


Willson's complete line of industrial safety equipment through these 
67 Willson Distributor Outlets. 


ALBUQUERQUE 
Hendrie & Boltt 
ATLANTA, GA. -Fi 


BALTIMORE, MD 
BIRMINGHAM, ALA 
Safety Engrg. & Supply Co. 
BOSTON, MASS. 
Cutter, Wood & Sanderson Co. 
BUFFALO, N. ¥.—American Alisafe Co. 
BUTTE, MONT. Montana Hardware Co. 


CASPER, WYO. Casper Supply Co 
CHARLESTON, S. C. 
CHARLESTON, W. VA. 


Safety First Supp! 
CHATTANOOGA NK C. D. Genter Co. 
CHICAGO, ILL. Protective Equipment, Inc. 
CINCINNATI, Mine's The E. A. Kinsey Co. 

Orr Safet Supply Compan 
CLEVELAN Safety irst ore Co. 
COLUMBUS, OHIO—The E. A. Kinsey Co. 
CORPUS CHRISTI, TEXAS 

Southwest Equipment & Extinguisher Co. 


BAAS. TEXAS Engineering Supply Co. 
DA OHIO—The E. A. Kinsey Co. 

DEADWOOD , S. DAK. 
DENVER, COLO.—Hendrie & Bolthoff Co. 
DETROIT, MICH.- The Chas. 


EL PASO, TEXAS—E. O. Bullard Co. 


N. MEX, 
off Co. 
ton Supply Co. 


Carey Mach. & Sup. Co 


ya d RAPIDS, Mice, ey, Seevines, lege 
; ° 


GREENSBORO, Smith-Courtne 
GREENVILLE, S. be Carolina Supply 


HARTFORD, CONN. 
industrial Va pet’ E Supe Co Inc. 
HICKORY, .—Smith ourtney Co. 


HOUSTON, Nias Allied Safety Equip. Co. 


Plowden Supply Company 


Cameron & Barkley Co. 


Hendrie & Bolthoff Co. 


A. Strelinger Co. 


INDIANAPOLIS, IND.—The E. A. Kinsey Co. 


JACKSON, MISS.— Dilworth of Mississippi, Inc. 
JACKSONVILLE, FLA.- Cameron & BarkleyCo. 


KALAMAZOO, MICH.- "Safety Services, Inc. 
KANSAS CITY, KANS.- 


LOS ANGELES, CALIF. —E. D. Bullard Co. 
LOUISVILLE, KY.—Neill-LaVielle Sup. Co., Inc 
Orr Safety Equipment Company 
. 


MEMPHIS, TENN. 

Clement Safety Equipment, Inc. 
MIAMI, FLA.—Cameron & Barkley Co. 
MILWAUKEE, wis. 

Protective Equipment, Inc. 

. 
NEWBURGH, N. Y.—W. L. Smith Co. 
NEW ORLEANS, LA. 

Woodward Wight & Co., Ltd. 

NEW YORK, --W. S. Wilson Corp. 


OKLAHOMA CITY, oKta. 
Hart Industrial Supply Co. 

OMAHA, NEBR. 
interstate Machinery & Supply Co. 
ORLANDO, FLA.- Cameron Barkley Co. 


PHILADELPHIA, PA. 
PITTSBURGH, PA.—Safety First Supply Co. 


R. Stone Supply Co. 


industrial Products Co. 


PORTLAND, ORE J. E. Haseltine & ( 
PROVIDENCE, R.1. James E. Tierne 


RICHMOND, VA. Smit! Courtney ( 


ST. LOUIS, Bi -Sligo, incorporated 
ST. PAUL, 

Farwell, ao. Kirk & Co 
SALT LAKE CITY, Ad oagal 

industrial Su 5G6..Ch . 
SAN pon CALIF. Ee ard ( 
SANTA FE, — dow a Bo ff ¢ 
SAVANNAH. GA. Cameron & Bark! ey Ce 
SCRANTON, PA.- | Potter & Co 
SEATTLE, WASH. he Haseltine & Co 
SPOKAN E, WASH. - . E. Haseltine & Co 
SPRINGFIELD, MASS. -Charles C. Lewis ( 
SYRACUSE, N. Y.— Syracuse Supply Co. 


oar 
TACOMA, WASH.-— J. E. Haseltine & Co. 
TAMPA, FLA.—Cameron & Barkley Co. 
TOLEDO, OHIO Safety First Supply Co. 
TROY, N. Y.—The Troy Belting & Supply Co. 
TULSA, OKLA. Krisman industrial Supply Co. 


WICHITA, KANS. -Pittenger & Davis 


CANADA-- Safety Sup Sly meg od 
Toronto, Montreal, Ottawa, Edmonton, 
Vancouver, Halifax, Trail, Winnipeg 


Call the Willson Distributor nearest you today for 
complete details on Willson products for industrial 


safety—or write directly to Willson for your free catalog 
of eye, respiratory and head protection equipment. 


Over 300 Safety products carry this famous trademark 


PRODUCTS DIVISION Ray-O-Vac Company Reading, Pennsylvania 


LITHO IN U.S.A. 




















KOPPERS “SILENCE SERVICE” 
Eliminates Cost-Consuming Noise 


Improves Communications. Prevents Hearing Damage 
to Employees. Increases Employee Efficiency, Morale. 


Noise costs you money because it reduces the pro- 
duction output per worker and, in many cases, the 
actual working period per worker. Koppers ‘‘Sil- 
ence Service’’ can eliminate profit-eating, produc- 
tion-interfering noises that impair the efficiency and 
health of your workers. 

Koppers “Silence Service’? engineers analyze 
your plant’s individual noise problems . . . then 
custom-design equipment that meets your specific 
requirements... and install that equipment quickly 
and economically. These units are simple to main- 


tain... provide years of trouble-free performance. 

Effective noise control in industry, demands 
acoustical ‘‘know-how” and facilities. Koppers 
engineers have silenced jet engines, drop hammers, 
punch presses and many other types of -indiigtrial 
noises. Koppers backs up its field staff with ori¢of 
the largest privately owned acoustical research 
laboratories in the United States. ‘ : 

Those plant noises you may be taking for granted 
are cutting a good-sized chunk out of your profits. 
Discover how you can eliminate these costly noises 
quickly and economically. Write to Koppers 
Company, Inc., Industrial Sound Control Dept., 
6106 Scott Street, Baltimore 3, Maryland. 


KOPPERS INDUSTRIAL SOUND CONTROL EQUIPMENT FOR EVERY NEED 


@ Machinery Enclosures 
e Acoustiphone Booths 
@ Portable Sound Barriers 


® Soundproof Doors 
® Soundproof Rooms 
e Audiometric Rooms 


INDUSTRIAL SOUND CONTROL 


Koppers Company, Inc., Metal Products Division 
Industrial Sound Control Department 


Engineered Products Sold with Service 


Circle No. 20 on reader service card 


««« Circle No. 19 on reader service card 











“QUILON’”® only superficial marking after 10 minutes 


exposure to concentrated hydrochloric. Shows same resist 


ance to sulfuric, lactic, nitric acids and sodium hydroxide 


even concentrated 


hydrochloric acid 


won’t hurt N FW 


LEHIGH 


chemasters 


made of leather processed with Du Po@t 


UNTREATED LEATHER 


~burnt through after same exposure. 


CHROME COMPLEX 


No other leather tanned has ever offered this astonishing re- 
sistance to chemical corrosion—even powerful acids and alkalis. But 
that’s only the beginning. Soles are extra-weight Neoprene compo- 
sition—the material used for chemical ducts and hoses. Laces are 
rawhide. The stormwelt is plastic. Seams are sewn with Dacron. 
Even the counter inside the shoe is tough vinyl that holds its shape 
better than leather. In chemical plants and processing operations 
where even the toughest ordinary shoes fall apart in no time, 
Lehigh has designed CHEMASTERS to give normal wear and 
STOCK NO. service. Naturally, they include the same time-tested steel toe 
protection as all other Lehighs. 
*T.M. Reg. 


STOCK NO. 1503A 


Emmaus, Pa. 


Circle No, 21 on reader service card for more information 
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Losses from big industrial fires 
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FOR INDUSTRY 


LOSSES from big-time industrial 
fires were $76,578,000 in 1955— 
more than twice as much as such 
losses ran in 1954 




















THE BIG FIRES OF 1955 


...and the lessons they taught 


EVENTY-EIGHT really big industrial fires flared in 

United States and Canada during 1955. The loss 
in each ranged from $250.000 for the smallest to 
$16,000,000 for the largest. 

Twenty-two people died in those fires: only one 
was a fireman. There were 181 injured. 61 of them 
plant employees. 

Total loss in the fires hit $76.578,000. That was 
more than twice the $36.144.500 loss incurred in big- 
time industrial fires the year before. 

Forty of the 78 fires occurred while the plants were 
actually operating. Forty occurred during daylight 
hours. Thirty-three were discovered by employees. 


Forty-one were detected without any important delay. 
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Obviously. these figures suggest that a good share 
of the fires could have been kept under control if the 
right methods had been followed and if the right 
equipment had been available within the plants them- 
selves. 

In 19 cases. any alarm to the municipal fire depart 
ment was seriously delayed. Why? Usually because 
building occupants spent too long fighting the fires 
before they turned in a public alarm. In other cases. 
burned telephone wires and defective public fire alarm 
hoxes caused the delay. 

(At this point. it’s worth remembering that in June 
1955 OccupATIONAL HAZARDS carried an article by 
Ferdinand Boehmer. second assistant chief of the 


23 











Cleveland, Ohio, Fire Department, which commented 
that “the public fire department should be called for 
every fire, no matter how small.” 


Building design a factor 


Building construction was responsible for a big part 
of the losses. There were 39 cases of too-large floor 
areas unbroken by dividing walls. In nine cases. there 
were no fire doors in division wall openings. In five 


cases, openings for conveyor systems went unprotected. 





IN 24% OF the large-loss industrial fires last 
year, damage was much greater than it 
should have been because sending alarms to 
public fire departments was delayed. 


In six cases, fire walls were substandard. In three 
cases, fire doors had been blocked open. 

A plant doesn’t have to be tall to have special dan- 
gers because of vertical openings. In 24 of the 45 
multi-storied buildings involved in large loss plant 
fires last year (and that includes 11 one-story buildings 
with basements), unprotected vertical openings such 
as elevator shafts and stairways helped the fires to 
spread, 


Housekeeping—sprinklers 


Curiously, bad housekeeping was an important 
factor in spreading fires in only three cases. In 1] 
buildings, however, dust accumulations on the struc- 
tural parts accounted for rapid fire spread; and flam- 
mable liquids contributed to the blazes in 22 cases. 
Escaping gas helped spread fires in three more in- 
stances. 

One thing, especially, was notable: 46 of the 76 


plants where the 78 fires occurred were unsprinklered. 

The fact that 30 of the 76 plants had some form of 
sprinkler system points up the moral that you can't 
rely wholly on sprinklers for your fire-protection 
techniques. In eight of the big fires, the sprinklers 
were not designed for the kind of hazards presented 
by the plants; and in a number of cases, the sprinkler 
systems were seriously damaged by explosions. 

What’s more, the 1955 experience indicates clearly 
that it’s dangerous to shut off your sprinklers even 
for a little while. In two of the fires, the sprinklers 
were shut off too soon after the fires began; in one 
case, water had been shut off altogether to prevent 
freezing; in the fourth case, water had been shut off 
to permit building repairs. 

Watchman service was provided at 29 of the plants 
where big fires took place. In 12 cases, the service had 
no bearing on the size of the fires. In only seven of 
the remaining instances did the watchman perform his 
duties satisfactorily; in 10 instances. he did not. 


Fire brigades important 


The fact that there were no plant fire brigades 
helped build losses in 27 cases. In 11 other cases. 
trained fire brigades played important roles in pre- 
venting greater damage. Eight brigades—and this is 
worth fixing in memory!—were ineffective. either 
because they didn’t have enough of the right kind of 
fire-fighting equipment, or because the fires when they 
were found already were too big for the brigades’ 
capacities. 

Here are a few concrete examples of what the 1955 
large-loss fires were like—and of the measures you'd 
better take in your own plant to avoid similar losses. 

> A fire at the Carroll Clay Company, Carrollton. 
Ohio, cost $250,000, including payments under busi- 
ness interruption insurance. The plant makes refrac- 
tory specialties for steel mills. 

During the night. the high-piled load in the 70-foot- 
diameter kiln (originally constructed for firing light- 
weight pottery) shifted. pushing up the kiln roof. 
Temperature in the kiln was 2300° Fahrenheit. Re- 
leased heat ignited roof timbers that were directly 
overhead. 

Firemen confined the fire to the kiln room for 30 
minutes. Then a four-inch gas pipe broke, releasing 
huge quantities of gas into the room. Firemen were 
forced out, and the blaze spread through an unpro- 
tected opening in a fire wall to the drying room. 

Firemen tried to shut off the gas at the control 
house. Utility company employees, however, had re- 
moved the hand wheels from the shut-off valves; and 
it was necessary to wait until repair men could arrive 
before the gas could be shut off. 

Despite this hour’s delay, firemen managed to con- 
fine the fire to the kiln room and dry rooms until part 
of a hollow tile fire wall collapsed and let the blaze 
spread into the storage area. 

> At Front Royal, Virginia, the American Viscose 
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No fire doors 





Substandard fire wal/s 





Conveyor openings unprotected 





Fire doors blocked open 








t T T T u T 
15 20 25 30 35 40 


5 10 


IN 62 OF THE 78 large-loss industrial fires during 1955, 
the causes shown here contributed a great deal to the 
rapid spread of the fires. 


Corporation suffered a $1,500,000 loss in its rayon 
spinning plant. 

The fire probably started when sparks from a cut- 
ting torch ignited oily deposits on the ceiling and in 
drip pans on the first floor. The cutting torch actually 
was being used on the second floor. 

Most of the fire was confined to large capacity ex- 
haust ducts that were designed to carry flammable. 
toxic, and corrosive waste fumes away from the double 
deck spinning machines. The plastic-lined ducts 
within the building were metal: on the roof, they were 
plywood. The fire flashed through the unsprinklered 
ducts, burning off the plastic and igniting the plywood. 


Explosion and fire 


> Loss ran to $625,000 at the grain elevator of 
Allied Mills, Ine 9 Memphis. Tennessee. 

A dust explosion blew out a large section of the 
reinforced concrete walls of the 85-foot-high elevator. 
blew small holes in the workhouse floor (which was 
also the top of the bin), removed inspection covers. 
and lifted the concrete roof of one section of the 
elevator several feet. 

No employees were above the first floor when the 
explosion occurred. Of the 30 men on the first floor. 
nine were injured. Sprinklers on the first and work 
floors held the following fire in check on those floors. 
but it took 24 hours for hose streams to put out the 
fires in the grain bins. 

No way had been provided for removing foreign 
matter from grain before it entered the grinding mills. 
\uthorities assumed, therefore, that grain ignited by 
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a friction spark had been carried into the quarter bin, 
where it in turn ignited a dust cloud. 


Gasoline plus spark 


me A $500,000 fire struck at the cannery of F. C. 
Stokes Company, Vincentown, New Jersey, as em- 
plovees were getting ready for the tomato canning 
season. There were nine unsprinklered and_ inter- 
connected wooden buildings. 

One man was grinding a bolt on a machine shop 
work bench. Beneath the bench stood a full five- 
gallon can of gasoline, with some spilled gasoline on 
the outside. Sparks from the grinding ignited the gas. 

The employee tried to carry the flaming can outside. 
but was forced to drop it. The fire spread rapidly. 


ind was bevond control by the time firemen arrived. 


Not enough watchmen 


> This happened in the foundry at the A. O. Smith 
Corporation plant, East Los Angeles, California. Loss 
was $1.850.000. 

Only one watchman was provided for the 20 build- 
ings in the plant, which covers 20 acres. The fire 
burned at least 37 minutes in a 9,600-square-foot one- 
story metal-clad building before it was found by the 
watchman at 5:58 a.m. 

Oil-soaked storage shelves, wooden pallets, and 
heavily lacquered patterns helped spread the fire 
through the undivided and unsprinklered building. A 


at feast 
portty 
sprinklered 
plants 


NEARLY 60° of the 78 large-loss fires of 1955 occurred 
in unsprinklered plants. In eight cases, plants that were 
sprinklered had systems not designed for the existing 
hazards. 
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VIBRO-oneumatic 


INDUSTRIAL CLEANER 
Casts aud sucks Lup.... 


— Jet-Action and Powerful Suction in an air- 











operated Cleaner—using 80+# or more com- 
pressed air at the rate of 7800 intermittent 
blasts per minute has been specially engi- 
neered for each particular industry. The 
motorless machine can be operated safely 
in small dust, flour, or other fines-filled areas, 
where electric sparks would be hazardous. 


The specially designed actuator exerts vi- 





brating action ahead of the cleaner, loosen- 
ing stubborn soil, pests, vermin from cracks, 
crevices and other hard-to-get-at areas and 
then sucks it into a canister or bag. These two 
distinctly separate, yet supplementary ac- 
tions are accomplished by: 1. A handgrip 
release valve, at the top of the wand, allows 

the compressed air to flow through a small 
ee ee woe pressure hose to a vibrating valve on the 
Baffle to stop liquid turbulence right side of the pneumatic actuator. With an 


Six 1” ports for air escapement ; ‘ . 5 
EN SS orifice in the actuator, air-blasts reverse in 





TANK LEGEND 


the venturi, drawing sucked air upward into 
the cleaner nozzle. With the compressed air 
cut-off-and-on by the valve (7800 cylces per minute, or 130 per second at 93 
p.s.i.) it creates a high frequency, vibrating action, which removes sand and 
dirt deep down and hard-to-get, impossible for suction cleaners. 2. Through a 
finger-tip valve that is also on top of the wand, the compressed air is directed 
through a small high pressure hose and through another vibrating valve on the 
left side of the pneumatic actuator, to issue with the same high frequency to 
blast out stubborn and concealed refuse . . . when it is easily picked up by the 
suction action. These two seporate actions, that supplement one another are 
shown in phantom illustration below. The exhaust hose that is attached to the 
wand leads to a dust collector bag or a caster mounted 20 gallon tank, 
ea ag suited to dry or wet operation. 





trial floors, for walls, for conduits, 


Blasts dirt, pests, vermin from 
Short Wand and Pick-a-back, a crevices and hard-to-get-at areas. 
high-spot mobile unit... Any two 


wands, included in initial equip- we ACTUATOR—also changeable 
¢/ from one to another in a few 
ment, provide two cleaners in one J 


minutes making two distinc- 


for many different industrial ap- tively different cleaners. 


lications. 











VIBRO-PNEUMATIC Cleaner can be satisfactorily used out in the yard 


with a portable compressor. VIBRO-PNEUMATIC Cleaner has been in use 
by some componies for more than a year. Send for the six-page brochure 
that has been especially prepared for your particular industry —it contains 


— omPResseO be 
complete information, specifications and prices. 


VIBRO 
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pile of crating lumber and a pile 
of pallets 25 feet from the fire 


were destroyed. 

Since the fire. two more watch- 
men have been hired. 

Pe At another California fire 


this one in the Sanford Aircraft. 


Ine.. plant at Inglewood—a little 


bit of everything contributed to 
the S$566.000 loss. 

Actually, five firms occupied 
the 35,000-square-foot combusti- 
ble building, which was devoted 
to machining aluminum and mag- 
nesium parts. All five lost thei: 
operating space. The building was 
totally destroyed. 

An overheated electric motor on 
a soft drink cooler in the Sanford 
Aircraft employees’ coffee room 
was listed as a possible cause. 

Lack of automatic protection 
and watchman service let the fire 
break through the roof before it 
was discovered by a passerby at 
k:5l Sunday afternoon. There 
were no fire division walls. Wood- 
en and fibre-board partitions and 
magnesium and aluminum. stock 


piled high on combustible shelv- 


department as being partly respon 
sible for the fast spread of the 
blaze 

When the first fire company 
arrived, the fire was so hot that 
nearby 


protection of exposed 


buildings was of first importance 


Welding sparks 


> There was a Sd00.000 loss 
at the York Barbell Foundry and 
Marietta Machine Company plant. 
Kast Donegal Township. Pennsy| 
vania. The plant manufactured 
iron and steel athletic equipment 

\ welding torch was used not 
far from a paint dip tank. Sparks 
landed in the tank while gym 
nasium benches were being passed 
through it. An emplovee threw a 
bucket of sand at the flames and 
then fled with the other 75 work- 
ers as fire raced through the un- 
divided and unsprinklered wood 
joist, brick building. 

a Neighbors were awakened by 


flames coming through the roof 
ing were blamed by the fire of the McKay Davis Chemical 


Company plant near Toledo. Ohio 
at 2:46 a.m. Final fire loss was 
$309.000. The firm manufactured 
artists paint sets. 

The  22.000-square-toot — one- 
story brick. steel-beamed building 
had no sprinkler protection, no 
automatic fire detection equip 
ment. no watchman. 

When firemen arrived. three 
quarters of the building was in 
flames. Fire had spread from the 
storage area (which was not cut 
off by fire walls) to the adjoining 
machine shop. where a fire door 
had been blocked open by stored 
materials stacked against it. 

> The $379,500 fire at the 
Prairie State Asphalt Products 
Company plant. near Joliet. Illi- 
nois. had a lot of lessons for plant 
fire-protection men. The plant 
manufactured asphalt roofing ma- 
terials. 

Employees had gone home at 
4:00 p.m. A passerby saw flames 
shooting from the plant roof at 
6:57. The plant was located in an 
area without public fire protec- 
tion: but the Joliet. East Joliet. 
and Lockport Township Fire De- 





NO MORE WORK STOPPAGE 
DUE TO SWEAT! 


Use New Gauztex ‘throw away" Sweat Bands! 





Elastic band holds feather-light, four-ply, power- 
fully absorbent Gauztex sweatbands in just the 
right place. Priced right to be thrown away when 
you wish. No fussy pre-wetting. No metal parts. 
No potential irritations. Wonderful for use with 
helmets or goggles. A welcome, comfortable help 
to all who use their eyes in the summer. Free 
trial demonstrates superiority. 


Free Trial Offer! 


We'll send you the right quantity of Gauztex dis- 
posable Sweat Bands to let you find out for yourself 
how wonderful they are—how low priced. Use your 
letterhead. Send request today to: 


GENERAL BANDAGES, INC. DEPT. H-6 
531 Plymouth Court 
Chicago 5, Ill 


Circle No. 23 on reader service card for more Information 


«—Circle No. 22 on reader service card for more information 





partments sent two pumpers each. 
nevertheless. 

Before the fire companies ar- 
rived, the building of origin was 
completely involved, and fire was 
spreading beyond the substandard 
fire wall to the adjoining building. 
Stone walls subdivided the two 
buildings, but wall openings were 
unprotected. 

First pumpers to arrive con- 
nected to yard hydrants supplied 
by an elevated storage tank. The 
tank quickly emptied, because the 
electric pump that furnished water 


from a well would not operate 
after electric power was _inter- 
rupted by the fire. 

Pumpers ran lines to Joliet 
mains and pumped water in relays 
to protect exposed buildings. 
Later, an employee opened a valve 
that allowed water to flow from 
Joliet mains into the plant system; 
pumpers then drew on yard hy- 
drants. No one has explained why 
the valve was closed when the fire 
occurred. 

> Finally, there were numerous 
lessons to be learned from the ex- 





Don’t compromise with safety 


insist on 


industrial aluminum ladders 


a a 


Ladders, being standard items around the plant, 
are too often selected on the basis of initial cost alone 
In too many cases this low cost is attained by lower- 
ing or eliminating that extra safety factor which 


spells the difference between a 


time of stress 


ident and safety in 


This is why Alco-Lite Industrial Aluminum Ladders 
stand out from the rest. There is never any compro- 


mise with safety. They are made 
dustrial aluminum alloy which is lightweight, rust- 
proof, splinter proof and sparkproof. They have extra 


of heavy gauge in- 


4 
Yj 
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bracing and riveting at vital stress points and rungs 


that won't twist, turn or break off. They require 
very little maintenance and last a long time. Catalog 
No. 6 offers a complete selection of industrial alumi- 


num ladders 


Write to Dept. 158B for f 


ree catalog 
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4 
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fam: 


original manufacturer of aluminum ladders 


flluminum Ladder Company 
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perience of the American Coated 
Paper Company, Pawtucket, 
Rhode Island, which had a $300.- 
000 fire loss. 

A lightning stroke apparently 
caused a short circuit of old open 
wiring in an unsprinklered area 
between the building roof and the 
fibre-board ceiling. Besides the 
combustible joists. roof deck, and 
ceiling, the area contained com- 
bustible insulation. 

The fire was discovered by rela- 
tives of the plant owner at 10:10 
p.m. They noticed a glowing spot 
on the building ceiling after the 
lights went out in both the plant 
and its attached garage, where 
they had been working on a car. 

Instead of turning in an imme- 
diate alarm, these people tried to 
attack the fire with carbon dioxide 
extinguishers. Firemen finally ar- 
rived at 10:32, and found the 
building so filled with smoke that 
they could not enter. 

There was one six-inch connec- 
tion to an eight-inch city water 
main. Sprinklers apparently were 
overtaxed, although positive in- 
formation on their operation is 
wanting. When firemen connected 
hose lines to a yard hydrant, they 
got very little water, indicating 
that the sprinklers were taking 
most of it. 

The plant owner thought a post 
indicator valve controlling water 
in the yard hydrant was partly 
closed. He tried to open it further 

and snapped the valve stem. 
which allowed the gate to drop 
into the supply connection and 
shut off water to sprinklers in the 
part of the plant where the fire 
had started. Later investigation 
showed that the valve was fully 
open until he tampered with it. 

It is questionable, however, that 
closing the water supply to the 
sprinklers had any over-all effect 
on the progress of the fire, since 
the entire sprinkler system already 
had been taxed beyond its de- 
signed limits. The fire had spread 
through the concealed roof area 
until small blazes broke through 
the ceiling in many different 
places; that had opened too many 
sprinkler heads at one time. * ¢ 


Statistical data and backgrounds for the 
fire descriptions used in this article 
came from the National Fire Protection 
Association. 
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{bsenteeism costs American industry 
almost $10-billion every year. 


Here are some ideas on 


WHAT YOU C 


HAT’S absenteeism doing to your plant produc- 
\\ tion? What’s it doing to operating costs? Is 
most of it due to illness, accidents, family problems. 
or plain goofing off? 

Chances are, if you're working with an average 
plant, you can’t answer any one of those questions. 
But if you can’t, you'd better start to try. They make 
a big difference in the profit-and-loss statement at the 
end of the year. 

How big? 


Estimates are that absenteeism is costing American 


SPILL LLL L LL LLL LLL LL LLL LOLOL LLL LLL LL OL EL OR ODL L ODOR 


TO FIGURE ABSENTEEISM 


ee ee 


How do you determine the rate of 
absenteeism? The United States Bureau 
of Labor Statistics uses this formula: 


b 


m +b 
absenteeism; 6b — man-days lost; 
m man-days worked. The formula 
hasn’t been universally accepted by 
American industry; but it’s as good as 


any so far devised, and is the one most 


frequently employed. 


PEOCCCROCDOREDPRRERPOEBOPLLPPPPLEL LOL LL LOL ELLE LLLELAELLIEA ES 


* 
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industry between $9-billion and $10-billion every year. 
Those are conservative estimates by men in the know. 
not wild-evyed fuesses by the uninformed. 

And absenteeism is increasing all the time. 

According to Dr. Robert Collier Page, chairman of 
the Occupational Health Institute and a past presi- 
dent of the Industrial Medical Association, industry 
loses about 500-million man-days per year as a result 
of absenteeism. Only 5% of those days are lost be- 
cause of illness or injury incurred on the job. 

If that’s so. why should you be interested? 

There’s quite a littlke you can do about total ab- 
senteeism. (You might remember, too, that 5% of 
900-million adds up to 25-million man-days, which is 
a lot of working time just in itself.) There’s quite a 
little that any safety man or industrial physician or 
plant nurse or factory personnel office can do. 

Previously, weve pointed out that Electro Metal 
lurgical Company has accomplished wonders in low- 
ering absenteeism and losses in production by means 
of a strong off-the-job safety program. (OCCUPATIONAI 
HAZARDS, January 1956.) 

That’s one way you can help cure your own ab- 
senteeism—you can start and carry on an off-the-job 
safety program. If you have the usual experience. 
you ll find that most workers who are away because 
of injuries or illness acquired those injuries or that 
illness somewhere outside the plant. You'll find. 
therefore, that a good off-the-job safety program pays 
off quickly in reduced absence. 

You can do something else. You can adapt to your 
own needs the ideas developed by Esso Standard Oil 
Company of New York. 

John J. Thorpe, M.D., assistant medical director 
for Esso, told the 1955 Industrial Health Conference 
in Buffalo that at his company’s giant Baton Rouge 
refinery only 5% of the workers account for 50% of 





Detroit Edison Company Learned This 
When It Studied Its Own Absenteeism 





a FEWER EMPLOYES WITH 
PERFECT RECORD 
TEN YEARS AGO, 17% of Detroit 


Edison Company employees had per- 
fect attendance records. Today, only 


10% have perfect records. Yet seven 49, 10 % oer 4 ) 


out of 10 employees now have less 


absence than the company average. 10 YEARS Oe e) | 70) PELE 


AGO 




















MORE THAN HALF (31% -- 16% 
8°%) of Detroit Edison's absenteeism 
is due to absences of only one to 
three days. Longer absences usually 
are produced by serious illness or 
injury; shorter ones often spring 
from employees’ desire to take ad- 
vantage of the company's absence 
pay plan. 
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~~ 
PAYING FOR ABSENCE may not be 4 WHAT IS THE ABSENCE PATTERN 
smart. Detroit Edison found that FOR OUR NEW EMPLOYES? 
new employees (who aren't paid for 
absence) are away an average of AVERAGE DAYS 
only two days during their proba- 
tionary six months. After that, they 
average four days off every six 6MOS. PROBATION (UNPAID) 


ny wnnene Sey ae 6MOS. AFTER PROBATION (PAIO) 
paid for it. 





COMPANY AVERAGE -6MOS. (PA/O) 


Ricca 
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the days lost through absence. regardless of cause. 

Even more important, studies made by Esso over 
a long period “show the same individuals reappear- 
ing in the excess absence group year after year,” Dr. 
Thorpe said. 

Esso some time ago decided that something had to 
be done about it. The company gradually worked out 
1 program that calls for close cooperation among the 
medical. safety. production, and personnel depart- 
ments. 

First of all, Esso people went into the problem of 
what makes us work at all. 

That's easy, you think. We want to eat. 

But it isn’t easy. We do need to maintain life. of 
course: but if that were our only motive for working. 
wed be a pretty unprogressive lot 


simply lazy; maybe they needed different talents 

> Outside interests competed for their time and 
energy. They had home problems that were acute 
family illness. money difliculties, marital discord 
They conducted part-time business of their own: 
sometimes they even had other full-time jobs. They 
spent too much time with leisure activities—sports. 
hobbies, travel. parties. 

The motives for working and for not working had 
been discovered. Then Esso really went to bat in the 
effort to slash absenteeism. 

The company set up a committee composed of line 
supervisors. representatives of top management. medi 
cal department people. and employee relations people 
In most companies, of course, an arrangement like 
this automatically would bring together the four 





‘Industry loses about 500-million man-days per year 


as a result of absenteeism” 





Esso set down these additional drives: 

> The emotional desire to be useful. Most of us 
like to produce things, whether the things are speeches 
or wing nuts. “In some cases.” said Dr. Thorpe. “this 
means doing something which benefits others rather 
than producing a material object.” 

> Habit. Most of us are trained from childhood 
to work. Work slowly becomes a habit. even though 
we may object to it rather strongly. 

& Sociability. Some people like to work simply 
because their jobs bring them into contact with other 
people. 

> Group loyalty. There are those who work, at 
least in part, because they like the sense of being in 
a team. of cooperative enterprise, of feeling that 
theyre needed if the group is to be successful as a 
croup. These are the ones who often show up for 
work even when they should stay home. 

The 5% who account for 50° of the man-davs 
lost at Esso were found to be driven by different mo- 
tives. 

> They were really sick enough, or badly injured 
enough. that they couldn’t work. 

> They had some emotional illness—which isn’t 
always recognizable by anyone except a_ trained 
psychiatrist—which made it impossible for them to 
concentrate on their jobs. 

> They were hypochondriacs. They had so much 
concern (usually unfounded) about their own health 
that they magnified their minor complaints into im- 
portant disabilities. 

> They disliked work, (So do we all at times. but 
these people really hated it.) Maybe they weren’t on 
the right jobs; maybe their talents were being wasted: 
maybe they had poor supervision; maybe they were 
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groups weve mentioned: safety. medical, production. 
pers nnel 

An arbitrary definition for excessive absenteeism 
was established. This varied from plant to plant. 
and was based for each plant on the average record of 
all absenteeism at that plant. In some locations. three. 
four. or five absences were considered normal: in 
others, as many as 25 “absent days” per year weren't 
questioned. 

In its studies of work absence. Esso discovered an 
interesting point: some departments showed, even in 
the same plant, much higher absence rates than 
others. One department of 75 men, for example. lost 
317 days at a cost of $54.49 per man during the 
period surveyed; another department lost, among 
only 40 men. 400 days at a cost of $161.37 per man. 

These men all had the same general management. 
They had the same working conditions. They were 
well paid. Why did one department have so much bet- 
ter a record than the other? 

The Esso committee set out to answer that ques- 
tion. In doing so, it developed a whole series of ques- 
tions of its own. As a case of excessive absenteeism 
was unearthed. the case was given a going-over with 
these queries—and they're queries that you easily can 
ask in your own situation: 

1. Is the employee ill? 

2. If he is ill, is his illness enough to justify his 
absence: or is it merely an alibi? 

3. Is he under a physician’s care? Does he follow 
the doctor’s advice? 

L. Is his condition likely to improve or worsen? 

9. If he goes on with his present job, is his health 
apt to grow worse, or is his life apt to be shortened? 


Continued on next page 
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Circle No. 26 on reader service card 


NO PLACE TO LAND! 


MOSQUITOES, ticks, chiggers, a// 
biting insects haveno place to land when 
your workers use PELLENT. Three 
types: Osntment for regular use... 
Cream that won't sweat out, only soap 
and water will remove... Spray for 
clothing. PELLENT does not stain... 
lasts for hours! Unit 204A Ointment 
(6% oz.) .. . $0.65, Unit 205AA Cream 
. $1.00, No. 320 Pel- 

lent Spray (5 oz.) 

... $1.00. Order 


from your MSco 
(exe) distributor today. 


OM Speciislis in fies. aid 


(2 oz. plastic) 


Medical Supply Company 
Rockford, Ill. «In Canada, it's Safety Supply Co. 





ABSENTEEISM 
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6. Is his illness related to any 
occupational disease or injury? 

7. Can he be an effective and 
desirable employee despite his ill- 
ness (if the illness is chronic or 
recurring) ? 

8. Does he hold a job where 
below-par performance because of 
poor health may seriously affect 
production of the whole working 
group? 

9. Will he do better on a dif- 
ferent job? 

10. Is he eligible for retire- 
ment ¢ 

1]. If he isn’t ill, is his ab- 
sence typical of that of other 
workers in his department? If it 
is typical, what factors tend to 
produce this absenteeism? Can 
they be corrected ? 

12. Will reprimanding him be 
likely to change his attitude? 

13. Should he be discharged o1 
retired for the general good? 


14. Should he be transferred 


to a different kind of job or to a 
different department offering the 
same kind of work? 


Once these questions have been 
answered, it’s not hard to reach 
some decision as to what to do 
with the man himself. Depending 
on what the answers are, produc- 
tion supervision, ‘the medical de- 
partment, the employee relations 
department, or top management 
steps in. There are consultations 
with the worker in line with the 
decision made by the committee. 


Sometimes the worker will be 
advised to seek work elsewhere, in 
a totally different field, even 
though Esso doesn’t actually fire 
him. Sometimes the worker will 
be referred to a good social 
agency which can help him solve 
his family difficulties. Sometimes 
he'll be called on the carpet by his 
supervisor. Sometimes he'll be 
transferred, or advised about his 
health or emotional problems, or 
fired. 

One thing Esso emphasizes: 
chronic absentees are individual 
problems that demand individual 
attention. @ @ 
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The exclusive Miller-dee, 
with stop tip, has wide 
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EW PRODUCT DEVELOPMENTS 


KEEP Miller FIRST IN SAFETY! 


horizontal bars to prevent 
snap roll-out. Cat. No. 7003 


Backing the lineman to the 
limit, Miller's new 99 Bak- 
Saver adds comfort to safety 


and support. Write for cata- 
log on complete line. 


Miller, first to develop a | oe y 6" 
new Safety Snap eliminat- 


g@ s” 
ing roll-outs and hang-ups, 1 ie : 4 
now standard equipment on wal 
all Miller straps. P al — 
oe j ; Original patented Miller 
‘ Ew 4 es al ii 


Never-Slip plier handles. 


DON'T RISK IT... 
uri 
DEPT 2 


Miller tauipMENT COMPANY, INC. - FRANKLIN, PA. 
IN CANADA: SAFETY SUPPLY CO., TORONTO 


Scientifically designed Mil- ? 
ler Adjusta-climber with U 
channel shank has the ex- 
clusive curved gaff principle 
to protect against cut-outs 
and insure greater comfort. 
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steel toe safety oxford 


These unusual ventilated Lron Age safety oxfords 
will attract admiration and attention wherever 
shown or worn. The high grade uppers are 
formed on foreign dies into a unique pattern 
that looks like a weave, but has the char- 
acter of solid leather. There are hundreds 
of tiny perforations to draw in cooling 

air currents with every step. 
Typical Iron Age top quality fea- 
tures include long wearing ‘‘Leather- 
plus’”’ outsoles, leather toe linings, 
Pacifate vamp linings—plus cus- 

tom craftsmanship. 

The “dog days”’ are almost 
here. Order your stock now 
to satisfy employee needs 
and gratify their foot com- 


NO. 609 fort all summer long. 


A 8-13 D 6-13 
B 7-13 E 6-13 
C 6-13 EEE 6-13 


Iron Age DIVISION 
H. CHILDS & CO., INC. © Pittsburgh 12, Pa. 
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A PLANT FEATURE 


THESE FACTORS ARE 
THEY TELL YOU WHY... 


A WATCHMEN’S 


IMPORTANT 


SYSTEM 


WILL PAY YOUR COMPANY 


r LEAST four different kinds of systems now are 
ee for keeping track of your watchmen 
and for helping them keep track of your plant. Each 
system has its own applications and advantages. Each 
works in its own way. But they all have one thine 
in common: they will save you money. 

First of the four is the central service station sys- 
tem. This usually is owned and operated by an in- 
dependent agency. although occasionally such a sys- 
tem is connected with a local police department. 
Watchmen’s signals from the plants served by the 
system are funneled into a single office, manned 
continuously by trained personnel. If a signal doesn’t 
come in when it should, a representative of the central 
station investigates immediately. 

There are several types of the central service station 
system: 

l. The watchman carries a key which he inserts in 
each station box on his rounds. Inserting the key 
in the box automatically sends a signal to the central 
station. 

2. System 1 is combined with a manual system of 
fire alarm boxes. If the watchman finds a fire. he 
sends in the alarm by pulling the nearest alarm box. 
The alarm goes to the central service station. which 


passes it along to the city fire department. Some 
firms have varied this system by tying in the fire 
alarm boxes with the city alarm circuits: when the 
watchman pulls a box. the alarm goes directly to th 
municipal firemen. 

3. This is called the “watchman’s compulsory tout 
service. As he goes his rounds, the watchman inserts 
his key in each of a series of station boxes. Evers 
series of boxes is controlled by a transmitting station, 
which alone can send signals to the central service 
station. Unless the watchman covers every. station 
box in the series in scheduled order, the transmitting 
station will not function—and someone from the 


central service station looks into what is wrong. 


Proprietary system 


Then there’s the so-called “proprietary system.” 

That’s a good deal like the central service station 
system, with about the same kinds of variation avail- 
able. The main difference is that the plant itself owns 
and operates the entire system, including the central 
station. 


The various types of the proprietary system are 
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broken down into Class A and Class B. The Class 
A system allows for emergency operation of fire 
alarm, water flow alarm, and watchman’s signals even 
after a break or ground fault has occurred in the 
signal circuit. The Class B system doesn’t have the 
emergency feature. 

Any proprietary system, of course, requires a con- 
siderable investment. All fire-fighting authorities 
recommend that the central station be located in a 
building separate from the plant, or in space tha! 
isn’t subject to the primary plant fire hazards. In 
addition, the plant must provide at least one guard 
for duty at the central station throughout the 2% 
hours of every day in the year, if the system is to pe 
really effective. 


Dual locks and watchclocks 


\ new system of dual locks for plants and oflice 
doors is now under test by Underwriters’ Laboratories. 
Inc. It’s designed chiefly for protection against theft 
and unauthorized entry. 

Two locks are installed on each door. As the watch- 
man makes his rounds, he checks each door. He picks 
up a key from the second of the two door locks, car- 
ries the key to the next door. and uses it to test that 
lock. He continues this same way until every door has 
been checked. 


Continued on next page 


Installation of a good watchmen's 


system will save you money in at least 


six ways: 


|. It will cut fire insurance 
premiums. 
2. It will cut premiums 
for burglary insurance. 
3. It will reduce losses 
from fire. 
4. It will reduce losses 
from theft. 
5. It will cut production 
losses due to fire. 


WHAT WILL A WATCHMEN’S 6. It will help eliminate 
SYSTEM DO FOR YOU? vandalism. 


OCCUPATIONAL HAZARDS @ JUNE 1956 





WATCHMEN 


Continued tro 


The system combines time re 
cording with locking. The locks. 
without wiring, automatically re 
cord the time each door is opened 


and closed. At the last outside 


door, the lock records the time of 
the watchman’s check. The system 
obviously calls for complete open- 
ing and closing of every door ex- 
cept the vital exit. 

Watchclocks are used much 
more commonly than any other 


protective system we've described. 





tah Fire Rating 
Virginia Insurar 
Washington Su 
West Virginia 





Where to Ask for More 


Information 


If you want more information on how watch- 
man service, supported by any of the four 
systems outlined in this article, will cut your 
own plant fire insurance, contact your in- 
surance broker or any of these rating 
organizations. 








They're less expensive than other 
systems, and they’re readily adapt- 
able to all kinds of plant locations 
and needs. 

Some watchclocks are equipped 
with built-in protection against 
the most severe outside weather. 
Some record on tape, with ink. 
embossed printing. or a punching 
device, the time the watchman 
checks in with them. Others record 
on dial-shaped paper forms. 

The portable watchclock makes 
it necessary to have only one 
clock for each watchman. The 
watchman carries it with him on 
his rounds. At each station. he 
uses the key o1 special pun h he 
finds there to make the clock re 
cord the time and station number. 

[he stationary clock system re- 
quires installation of a separate 
clock at every station in the plant. 
The watchman uses a key. lever. or 
knob to make the clock record the 


time. 


Set standards 


In order to meet standards of 
the National Board of Fire Under- 
writers and the National Fire 
Protection Association, portable 
watchclocks must run at least 48 
hours without rewinding, and sta 
tionary watchclocks must run at 
least eight days without rewind- 
ing. All watchclocks must have 
their recordings encased so that 
the records can’t be seen without 
opening the enclosures—and keys 
to the enclosures must be kept by 
some authorized executive. <A 
permanent mark must be made 
automatically on the record 
chart each time the clock case is 
opened and closed. 

It is imperative, for the success 
of any watchclock system. that re- 
cordings be checked every day. 


What's done? 


What does watchman service do 
in the way of cutting down fires, 
thefts, operating and production 
losses? 

The answer is pretty well told 
by the way the various state and 
national rating bureaus treat in- 
surance premiums in plants that 
maintain watchman service. 

OCCUPATIONAL HAZARDS queried 
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Occupational 


skin diseases 
can be 
stopped here! 





RWULA 


Armour Hexachlorophene Soaps destroy up to 95% of skin bacteria that 


spread infection—offer you the easiest, thriftiest way to protect employees! 


Absenteeism and employee inefficiency caused by skin in- 
fection and dermatitis will cost industry more than 100 
million dollars this year! How much will they cost you? 
You can protect your employees by simply replacing the 
ordinary soaps in your washrooms with Armour Hexa- 
chlorophene Soaps— Armour Liquid or Formula #99® (a 
germicidal powdered hand soap with either borax or a 
heavy-duty vegetable scrubber added). This step can add 
important benefits in insurance and labor relations, too! 

These Armour Soaps thoroughly cleanse the skin of 
irritants that cause contact dermatitis and destroy up to 
95% of the skin bacteria that cause and spread infection. 
Only Hexachlorophene gets these results—it’s the first 
germicidal agent ever found that stays antiseptic in soap. 
WRITE ARMOUR TODAY FOR A TRIAL ORDER! Fill 
out the coupon on the right for prompt delivery. Also 
send for the informative booklets prepared by Armour 
for your guidance and convenience. They’re free! 


SEND THIS COUPON TODAY! 
Please send me the items | have checked: 
Booklets — The Prevention of Occupational Skin Diseases” 
Hexachlorophene Soap for Industry” 
Trial 0 Armour Liquid 5 gal. @$3.00 per gal.—$15.00 
order: Formula #99 (Vegetable) 10-5 Ib. bags—$12.00 
Formula #99 (Borax) 10-5 Ib. bags—$11.50 





Firm_ 
Address 


Zone_____ State. 


Sone Diss 


INDUSTRIAL SOAP DEPARTMENT 
© Armour and Company «1355 West 31st Street » Chicago 9, Illinois 


Circle No. 28 on reader service card for more information 
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EDMONT CASE NO. 584: In a Massachusetts plant making hydraulic tractor attach- 
ments (name on request), leather palm gloves worn for handling and cutting steel 


bars and tubes on horizontal bandsaw became oil-soaked and unusable after 80 


hours. Job test showed that Edmont’s Snorkel (a light, very flexible oil-proof 


glove of plastic coated jersey) wore longer than 100 hours, saving over 25%. 


Job-fitted glove wore 20% longer 
e+ - cut cost more than 25% 


Gloves, like tools, should fit the job. In 
the case history above, the manufacturer 
wanted a glove that provided a better 
grip, did not become oil-soaked, and 
would give substantially longer wear. An 
analysis of the operation indicated that 


ened te: ane the Edmont Snorkel was the glove best 


Knitwrist, fully coated fitted for the job. In comparison testing 
the super flexible Snorkel gripped better, 
was impervious to oil, and wore more 
than 20 hours longer. Actually reduced 


my 


glove costs more than 25%. 


ell 
pe 


es 


No. 60W, palm 
coated knitwrist 


py EDMONT CASE No. 486: Texas battery manu- 
facturer found leather palm gloves lasted 1 
to 2 hours, handling lead plates with rough, 
sharp edges through cutting and trimming 


machine. Edmont No. 60W gloves, palm- 
coated with cut-resistant natural rubber, wore 


9 hours on the same job. 


EDMONT CASE No. 521: In handling hardwood 
stock behind double ripsaw, leather palm 


gloves lasted 7 shifts. Edmont plastic palm 
coated No. 30 gloves lasted over 20 shifts. 


Monkey-Grip No. 30 
palm-coated knitwrist 


FREE TEST OFFER TO LISTED FIRMS: Tell us your operation, materials 
handled and temperature conditions. From our more than 50 types of 
gloves—palm coated or fully coated—we will recommend glove and 
coating that best fits job and supply samples for comparison testing. 


Edmont Manufacturing Company, 1244, Walnut St., Coshocton, O. 


World's largest maker of industrial coated gloves, 
available through leading industrial suppliers ey 


Edmon 


at es ee 


Edmont jos-rittep GLOVES 
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nearly all these bureaus and a 
number of leading insurance com- 
panies. Results show clearly that. 
if you combine watchman service 
with one of the systems we ve men- 
tioned, vou ll save a lot on in- 
surance premiums alone. 

Since premiums aren't reduced 
by any insurance company unless 
hazards also are reduced. vou can 
take it for granted that vou ll save 
money through watchman service 
by keeping down losses due to fire 
and theft. 


Burglary insurance 


The latest Burglary Manual of 
the National Bureau of Casualty 
Underwriters. which — sets—with 
approval of the various state and 
rates tor 


territorial authorities 


insurance against burglary for 
most stock insurance companies in 
the United States. contains this 
section: 

“No discount shall be allowed 
for more than three watchmen al 
any one premises. 

‘30% For each private wat h- 
man emploved exclusively by the 
insured. who will be on duty 
within the premises of the insured 
at all times when said premises are 
not regularly open for business, 
and who will make at least hourly 
rounds and signal at least hourly 
in the insured’s premises to a 
to a central station located outside 
the insured’s plant or to a police 
station, provided there is at least 
one regular policeman on duty 
therein at all times. 

“15% —For each such watch- 
man who does not signal to an 
outside station. but who registers 
at least hourly on a watchman’s 
clock in the insured’s premises. 

“10% —For each such watch- 
man who does not signal to an 
outside station or register on a 
watchman’s clock. 

“One-half the regular discount 
shall be allowed for any such 
watchman who is not on duty 
Sundays and holidays or during 
the daytime of Saturdavs or one 
other weekday when the premises 
are not open for business.” 

The discounts mentioned apply 
only to the “mercantile open 
stock” policy, which pays for loss 
by burglary while the building 
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isn’t open for business. It’s the 
type of insurance that covers theft 
of materials. equipment. furniture. 
and fixtures. 


In Illinois 


Many of the fire insurance rat- 
ing bureaus told us. as the Illinois 
Inspection Bureau did, that “the 
provision of watchman service. 
which is classed as approved by 
this office. will subject the pro- 
tected premises to a fire insurance 
rate credit. 

“Such approval requires a sat- 
isfactory distribution of watch 
stations to cover the premises 
with the watchman reporting hout 
ly nights. during the days on Sun- 
days and holidays. and any other 
time when the premises are not in 
actual operation. 

“The number of watchmen 
clocks. or clock stations is not spe 
cified. these varying with the size 
of the property and the physica! 
problems encountered. Similarly. 
the fire insurance rate reductios 
cannot be generally stated in terms 
of a percentage reduction: and for 
this reason. interested owners 
should) contact their insurance 
agents, brokers. or companies. o1 
the rating authority having juris- 
diction, in order to obtain figures 
specifically applic able.” 


In the South 


The South-Eastern Underwriters 
\ssociation, representing also the 
rating bureaus of Alabama. Flor- 
ida, and Georgia. reported that 
“from our viewpoint the impor- 
tance of watchman’s service varies 
considerably in industrial proper- 
ties, depending upon the nature of 
processes and operations: and we 
are inclined to think that any gen- 
erality as to the difference in fire 
insurance costs for the presence 
or absence of watchman’s service 
would be misleading.” 

Despite this unwillingness to 
generalize. the South-Eastern Un- 
derwriters Association does issue 
a rating manual which authorizes 
premium credits to be based on 
various kinds of watchman service 
and use of either portable or sta- 
tionary watchclocks. 


Continued on next page 
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Not just claims... but case histories 


Proof that LEGGE 


Floor Maintenance 


SAVES you money 
PREVENTS slip-accidents 
PROTECTS your floors 


Wouldn't you be 
wise to invite a 
LEGGE Maintenance 
Specialist to examine your floors? 
No obligation, no charge 
for his services. 


lite eet hn he ee ee Ue “« 
=< 


Walter G. LEGGE Company, Inc. 

Dept. O-6,101 Park Avenue, New York 17, N. Y. 
Brarcn offices in principal cities. 
In Toronto— J. W. Turner Company 


New color movie 


“Modern Floor 
Maintenance” trains 
your crews in do’s and 
don’ts of floor upkeep. 
This informative 16mm. 
film is in sound and 
color. Our representative 
will gladly show it at 
your convenience. 

Just clip coupon. 





Send me full information on LEGGE Safety Floor 
Maintenance. 


Contact me to arrange a showing of your Main- 

tenance movie. No obligation to me. 
SS 
FIRM 
ADDRESS. 
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BEAT THE HEAT WITH 
HAV-ALIFT SALT 





TABLETS 





eS eas 


SALT and DEXTROSE 
TABLETS --: 


SOM ATED CEN TEORATION 
Ame AgsCRPTION 


Byere aed bess Or Bight 


et Sieg oe see ee gees 2 


Only HAV-ALIFT Regulated Salt and Salt & Dextrose Tablets are manu- 
factured in FOUR Disposable Dispensers. The advantages to you are many 
—there is no longer any need to install large dispensers in smaller depart- 
ments—HAV-ALIFT also comes with Dextrose, an added important energy 
factor—HAV-ALIFT is the only Salt Tablet which has Disposable Dispensers 
in both plain Salt and Salt & Dextrose. 

For all-around ease of operation, HAV-ALIFT is your best buy in coated 
Salt Tablets. 

Dealers are located in every major city. Write today for our free cir- 
cular and the name and address of the dealer nearest you. 


A. E. HALPERIN CO. INC. BOSTON 18, MASS. 


MANUFACTURERS OF HALCO PRODUCTS 











® 
SPLIT SECOND (7; 


cocencenenmeeneeso= Vbae 


SAFETY! 


thoroughly cleanse chemicals or foreign objects from eyes 
in precious seconds... seconds that may be the difference 
between permanent injury and good eye-sight! This safety 
equipment enables workers to self-administer pressure-con- 
trolled clear water to afflicted eyes. HAWS Eye-Wash Foun- 
tains were designed in cooperation with leading Safety En- 


gineers ... for split-second safety! 


HAWS EMERGENCY DRENCH SHOWERS 


deliver a sudden torrent of water to dilute and remove in- 
jurious acids or caustics from workers’ bodies and clothes 
... providing foolproof operation for every emergency. 
The cost of safety is negligible... with HAWS Emergency 
Facilities! Write today, for full details! 

Note: HAWS also manufactures Drinking Fountains of 


all types; Electric Water Coolers; and KRAMER 
Flush Valves...for any type of plumbing fixture, 


(7 P| 
rt 
—~ mee 





YW Py Tdi roe UTS et 
1439 FOURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
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WATCHMEN 


Continued from page 39 





The Maryland Fire Under- 
writers Rating Bureau grants 
credit on premiums if a_ plant 
maintains regular watchman serv- 
ice. The amount of credit varies 
considerably. Four conditions 
must be met to earn any credit 
at all: 

1. Stations must be located so 
that watchmen will cover the en- 
tire insured property. The rating 
bureau will locate these stations 
for any insured plant. 

2. Rounds must be made every 
hour from 6:00 p.m. to 6:00 a.m., 
and on days when the plant isn’t 
in full operation rounds must be 
made every two hours from 6:00 
a.m. to 6:00 p.m. 
ee portable watchclock must 
be used by each watchman, with 
the clock keys fastened securely at 
the various stations. 

1. Recording dials in the watch- 
clock must be changed daily, 
dated, and filed for possible in- 
spection by the rating bureau. 
This must be taken care of by 


“some responsible person.” 


In New Jersey 


In general. the Fire Insurance 
Rating Organization of New Jer- 
sey grants credit of 5% on about 
the same basis as that used in 
Maryland. 

There’s one important differ- 
ence, however. Many states that 
permit a 5% credit for watchman 
service when it’s supported by 
watchclocks require simply that 
rounds be made every hour or 
every two hours. New Jersey is 
more specific: 

“Credit for watchman service 
contemplates watchman coverage 
of the entire area with routes re- 
quiring not more than 40 minutes 
of easy traveling.” 


In the West 


The Mountain States Inspection 
Bureau, covering such states as 
Colorado, Wyoming, and New 
Mexico, allows a 5% credit on the 
building fire insurance rate if a 
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you name the hazard 


@IMPACT 
@ DUST 
@ GLARE 
@ CHEMICALS 


iat -)e Met -1(-teou mm ial 


USSSCO all-piastic 
| eee 


best suited to meet your needs 


SAF-I-SPEC Maximum “spectacle-type” protection against impacts, plus smart, mod- 
ern styling. Weighs less than an ounce. Rugged frame in choice of 

colors, bronze or slate blue. With or without 

side shields. Clear or green replaceable lens. 





SAF-1-FLEX Series 28 


All-purpose eye protection against 
impacts. Fiis over most personal 
glasses. Soft vinyl frame — clear 
or green replaceable lens. 


AIRFLOW SAF-1-FLEX 
Series 29 


Guaranteed not to fog. Max- 
imum eye protection against 
impacts, with new “‘wrap- 
SAF-1-CHEM Moximum eye around” metal mesh ventila- 
protection against tion (no air traps). Extra 
acids, alkalis, chemical wide vinyl frame fits over 
splashes, dust, impacts. all personal glasses. New 
Frame of soft vinyl, correct pantascopic angle of 
yellow or clear. lens for full vision. Clear or 
green lens. 


GENUINELY COMFORTABLE 


Here is the most comfortable eyewear that money 
can buy! We guarantee that all eyewear shown on 
this page, when properly adjusted, will be truly 
comfortable. 


USSSCO products are developed, manufactured, and sold direct to 
the user by the United States Safety Service Company, through a 
staff of trained, full-time service engineers. Look in your phone book 
Yellow Pages for nearest sales office, or write us in Kansas City. 


ppeeereeemmmmmms UNITED STATES SAFETY SERVICE CO. 


for Optical Qualities, Impact Resistance, 
and Strength of Materials. BRANCHES IN PRINCIPAL INDUSTQIAL CITIES 


Pioneers in Modern 
All lenses replaceable without tools. Industrial Eye Wear 





Div. B-6 1215 McGee St., Kansas City, Mo. 
In Canada: PARMELEE, LTD., Toronto & Montreal 
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IMPERIAL 


The deluxe line of goggles 
with a new design that 
gives a much greater crea 
of vision. Super-strong yet 
they weigh so little. Priced 
less than you think. 


This line of new super- 
size goggles is designed 
with many deluxe fea- 
tures, but it is made to sell 
at popular prices. You can 
identify it by the modern 
green plastic frame. 


CHAMPION 


This classic goggle in many styles 
has been the standby of industry 
through the years. Its 10-way 
ventilation assures maximum 
eye protection at a surprisingly 
low cost. 


AMERILITE 
SPECTACLES 


Something new in ma\V 


line of Industrial Spec- S 
tacles. In many styles, they afford 
half the weight while giving twice 
the strength. Cast resin lenses ex- 
ceed Fed. Specs. for impact resis- 
tance and optical qualities. 


SAVE MONEY . . . WRITE FOR EYEGARD LITERATURE AND PRICES TODAY ! 
AMERICAN INDUSTRIAL SAFETY EQUIPMENT CO. 


3507 Lakeside Avenue 


Cleveland 14, Ohio 


Division of Burdett Oxygen Company, Cleveland, Ohio 





WHY RISK A TRAFFIC 
ACCIDENT IN YOUR PLANT? 














KLEAR-VU SAFETY MIRRORS are the answer to the dangerous blind 
corner problem in your plant or warehouse. They are also adaptable for outdoor 
use in your parking lot, loading dock area or other points where traffic converges. 


Mounted at cross aisle intersections, entrances and exits at a height of 8 to 
10 feet, Klear-Vu Safety Mirrors clearly reflect oncoming intersection traffic to 





; Style No Dimensions | 
Circular Convex Glass 120 12” dia 
Circular Convex Glass 180 18” dia 
Circular Convex Glass 240 24” dia 
Circular Convex Glass 300M.R.* 30” dia 
Circular Convex Glass 360M.R.* 36” 

Flat Glass Rectangular 918 9x18” 
Flat Glass Rectangular 1640 16x24” 








°M.R. indicates metal rim, 


LESTER L. BROSSARD CO. 


540 N. MICHIGAN AVE., CHICAGO 11, ILL. 


both power truck operators and pedes- 
trians. 


Available in either convex or fiat 
glass styles, the mirrors are easily in- 
stalled and quickly adjustable to any 
desired angle. 


Write for 
Bulletin. 
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watchman using a portable watch- 
clock is kept on duty. 

The Mountain States Inspection 
watchmen 


Bureau requires that 


make rounds every hour during 
days when plants aren't in full 
operation. 

This same standard for hourly 
rounds is set by the Fire Under- 
writers Inspection Bureau (cover- 
ing Minnesota and the Dakotas). 
which also—like the Fire Insur- 
ance Rating Bureau of Wisconsin 

demands portable watchclock 
records of the watchmen’s plant 
tours. The Fire Underwriters In- 
spection Bureau informed us: 

“The premium credit allowed 
varies according to the construc- 
tion and occupancy hazards: but 
for the 


amount to one. two, or three cents 


average case it would 
for each $100 of insurance. The 
amount of credit is an extremely 
would 


variable factor. and_ it 


hardly be safe to generalize on 
this. as it becomes a matter of 
individual cases.” 

In the Far West. the question of 
credit is tied up with the question 
of whether or not watchman serv- 





HEAT FATIGUE HITS HARD 


Don't let hot weather “KO” your 
workers be sure you have plenty 
of MSco IMPREGNATED SALT 
TABLETS readily at hand. Controlled 
action of these MSco impregnated salt 
tablets replaces body salt smmediately, 
but ata gradual rate to meet the body's 
needs. In expendable dispensers for 
wall locations, or in handy plastic 
vials for field workers. See your 


MSco distributor, 


or write for literature 
and prices. 

Medical Supply Company 
Rockford, Ill. -In Canada, it's Safety Supply Co. 
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ice is combined with some other 
kind of supervisory service. The 
Pacific Fire Rating Bureau ( Cali- 
fornia. Arizona, Oregon, Nevada. 
Montana. and Utah) said: 

“To be standard. the service 
must include the use of a U.L.- 
approved watchclock with regular 
rounds covering the entire prem- 
ises. The number of stations and 
their location are determined by 
the Bureau. Furthermore. to ob- 
tain credit in the fire rate the 
service must be warranted on the 
fire policy.” 

The credit allowed varies from 
5% to 10% of the premium that 
normally would be charged. 

The State of Washington Sur 
veying & Rating Bureau. on the 
other hand. grants 3% credit for 
watchman service that uses an ap- 
proved portable watchclock. This 
credit is allowed, however. only if 
this standard is met: 

“Approved watch service cover- 
ing all parts of the building. and 
making rounds hourly at night 
whether or not risk is in continu- 
ous operation or open for business 
and hourly during daytime at all 
other periods during which the 
risk is not in operation or open 
for business.” 


In Pennsylvania 


The Middle Department Asso- 
ciation of Fire Underwriters 
(Pennsylvania) allows credit for 
watchman service backed by a 
watchclock system. but bases the 
credit on the premium rate that 
otherwise would apply to the in- 
sured property. Since that rate 
varies with the hazard presented 
by the plant and its contents. the 
association can’t suggest any par- 
ticular percentage of credit for 
quoting here. 


In Ohio 


Ohio has a rather elaborate 
credit rating system. The Ohio 
Inspection Bureau told us: 

> Credit varies from 9% to 
12°% of the normal premium. for 
watchman service that is sup- 
ported by a central service station 
system. The amount of credit de- 
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CHOICE 


Take yours—from the complete line of 


JOMAC WORK GLOVES 


Whatever your handling operations may be, you can choose with 
confidence the Jomac Gloves that are right for them. And you can be 
sure of getting quality—lasting quality, stemming from 18 years of 
pioneering and leadership in the industrial work glove field. 


Jomac Work Gloves are: 


@ made of cut-resistant, loop-pile Jomac Cloth—the fabric that protects 
hands from cuts and abrasion like no other 

@ manufactured in knit wrist, safety cuff or gauntlet styles—in heat-resistant, 
flameproof, plastic-coated types 


@ great for economy—can be used, cleaned or reconditioned, and reused 
again and again 


@ adaptable—many styles are interchangeable, with 4 long-wearing surfaces 
per pair 


@ rugged —they outwear canvas gloves by a profitable margin! 


Jomac manufactures all types of hand-to- 
shoulder protection. The choice is yours 








FREE JOMAC CATALOG 


Write us (on your company letterhead) for 
your free Jomac Industrial Work Gloves 
Catalog—and for recommendations ontypes 
of gloves to use for your handling opera 
tions. We'll gladly supply sample gloves 
Address: Jomac Inc., Dept. C, Phila. 38, Pa 


JOMAC 


INDUSTRIAL WORK GLOVES 


PLANTS IN PHILADELPHIA, PA., AND WARSAW, IND. 
IN CANADA: SAFETY SUPPLY CO., TORONTO 
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pends on the type of central serv- 
ice station system used. 

> A 7% credit is allowed for 
watchman service backed by some 
proprietary system. 

> A 5% credit is allowed for 
watchman service when the watch- | Kk: 
men use portable watchclocks. ommer, 0 

The Inspection Bureau permits COUPLING LINK 
watchmen’s rounds to be omitted 
in parts of a plant that are kept 
in operation all night, provided M k 
that clocks or other signal stations ake your own 
are set up for use whenever those HERC-AIIOY 
sections of the plant are idle. ij i} geects ALLOY 

Ohio demands that watchmen’s i | e ’ 
rounds begin immediately after ; Chain Assemblies 
the plant closes down for the | 
night. Some state and regional 
rating bureaus ask only that 
iene begin not more than an NO PEENING NO WELDING 
hour after the close-down, and 
continue hourly until not less than 
an hour before the plant resumes 
operations. 


igh bd 


QU3IHSHAI 
Blt $31435 


a ee 


ae 


with all components furnished from 
your distributor's stock. 





In Indiana 


The Indiana Rating Bureau spe- 
cifies credits on the same basis as 
is used in Ohio: 5% for watchman 
service backed by portable watch- 
clocks; 7% for a proprietary sys- 
tem; 9% for the central service 
station system without compulsory 
tour features; 12% for the com- 


RE-USEABLE 


*s]D21WI94> 40 


spiop ‘yspjds pinbiyj-joy ‘Burpyom yods pup yng 


‘ysoy ‘Buyjp2s ‘Buyojd ‘Burpu6 ‘Burysijod ‘Burying 
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pulsory tour central service station 
system. 

“Credits generally are not 
viven,” the Indiana Rating Bureau steel...is stronger than Herc- 
said, “for watchmen reporting by Alloy chain... is thoroughly 

P / field tested. 
telephone. or for merchant police- / 
man service. Watchman service g 

: ; j @ Write for literature or ask 

without proper or approved re- . 


your industrial distributor 
about Hammerlok 


@ Hammerlok is made of alloy 
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porting equipment is not recog- 
nized for fire insurance rate credit, 
nor is watchman service with ap- 
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. »d neekes ant but it} t @ MADE BY the makers of Herc-Alloy... 
Seles equipmen yu withou the original alloy steel chain. 
sufficient rounds. 

“All sprinklered properties are 
required to have approved watch- 
man service. If they are without 


at 


such service, a charge is made in 
the fire insurance rates.” * ¢ 
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Thanks are due the rating bureaus and 


associations mentioned in the article COLUMBUS McKINNON 
itself for help in the preparation of this 

feature, and to the America Fore In- CHAIN CORPORATION 
surance Group, Travelers, the Cook 
County Inspection Bureau, the Missouri TONAWANDA, NEW YORK 
Inspection Bureau, Detex Watchclock mage ngewe 
Corporation, and Chicago Watchclock 


e _ = tn Canada: McKinnon Columbus Chain Limited, 
Division of Great Lakes Industries, Inc. St. Catharines, Ontario 
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EFFECTIVE ... 
ECONOMICAL ... 





PAX-LANOSAV HEAVY DUTY 
granulated SKIN CLEANSER 


For more than a quarter of a century PAX LANO-SAV® HEAVY DUTY has stood for 
the finest in granulated SKIN CLEANSERS! 


SAFE* PAX never dries out workers’ ULAR” grade has slightly larger particles 
hands because of its special formulation, so that both men and women in the plant 
plus PAX-LANO-SAV_ emollient and can feel the firmness with which PAX 
other skin conditioners. Continued use of loosens stubborn plant soils. 
PAX will help bring about a sharp reduction 
ye 7 eae Yerm: ein Sa ae 
in case of Occupational Dermatitis. FAST « PAX removes all the dirt, grime 
‘ mreone thie heat weal thes pe 
— . 7" ‘ ana grease the first wasning. Less time spent 
CONOMICAL « PAX is available in “ ‘ "6 
: 1 “REGULAR” “f INE” , on ‘“‘wash-ups”’ will mean additional over- 
,OTN ad ANR anc “INE grades to 
‘ all Savings. 

help save on multiple purchases of many 
different types of skin cleansers. The particle EFFECTIVE « PAX 
size of the scrubber is smaller in the “FINE” ia = , hla oo ray ts jast 
grade so that men and women office work- with all types of SOUS: OM, Grease, Grune, 
ers find it gentle to the touc h The “REC }e etc., even W hen they re deeply ground In. 


Look for the PAX ROOSTER and 
the PAX SEAL. They are trade- 
marks found only on products of 
the highest merit. 


G. H. PACKWOOD MANUFACTURING COMPANY 
Vanufactu UNG Chemists 


1545 TOWER GROVE AVE. @ ST. LOUIS 10, MISSOURI 


For ‘‘on the job” use where water isn’t handy use PAX LIGHT DUTY WATERLESS SKIN 
CLEANSER or PAX EXTRA HEAVY DUTY WATERLESS SKIN CLEANSER with the PAX 
one gallon C-P Dispenser 


S6-£ 
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PROTECTION 
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DO YOU KNOW 


OIL FIRED 


IF YOUR 


INSTALLATION 


IS ACCORDING TO CODE? 





F YOUR plant is typical of a 
| large part of American indus- 

try. you're burning oil in vour 
boiler room. If you do. you prob- 
ably have safety and fire-preven- 
tion problems that are somewhat 
unique. 

Any equipment for firing with 
oil should. of course. be approved 
by Underwriters’ Laboratories. 
But choosing U.L.-approved equip- 
ment isn't enough: the equipment 
should be installed by a licensed 
contractor. 

This is important. The do-it- 
vourself movement hasn't been 
confined to the American home 
it’s spread to industry as well. And 
installing. converting, or other- 
wise molesting oil-fired heating 
and power equipment is no job 
for an amateur mechanic. 

The Gas and Oil Equipment 
List issued regularly by Under- 
writers Laboratories tells you 
what grade of oil may be burned 
safely with each type of approved 
equipment. National Fire Protec- 


tion Association standards de- 
mand that only these permitted 


erades be used. 

No. 6 is the oil most commonly 
burned in industrial plant boiler 
rooms, although No. 5 and lighter 
oils are sometimes used. Flash 
points of the various grades differ: 
so do ignition points. Figures 1] 
and 3 show the differences. 

Figure 3 also outlines the type 
of first-aid fire protection that is 
needed for each erade. In addi- 
tion to the extinguishing medinm 
required by the oil itself, the boil- 
er room should be equipped with 
extinguishers capable of handling 
electrical fires—CO,. dry chemi- 
cal. or vaporizing liquid. 


Preheating safety 


In most climates, fuel oils 
stored outdoors even under- 
evround—need preheating. No. 6 
oil should be preheated within the 
tank itself. Special attention should 





be given to seeing that. if the pre- 
heater leaks. oil won't become 
mixed with the boiler water. If it 
does. the oil foams—and then. as 
one heating engineer told us. “it 
goes swish all over the place.” 

If steam is used for preheating. 
be sure that condensate is sent 
into the sewer. not into the boiler. 
to avoid contamination of the 
boiler water. Clogged tubes in a 
high-pressure boiler can spell 
DANGER in big letters. 

The amount of fuel oil kept in 
any one tank is unimportant. Nor- 
mally, not more than 20,000 gal- 
lons of oil will be stored in a sin- 
ele container (although some 
tanks run much larger). chiefly 
because of the difficulty of trans- 
porting bigger tanks to the instal- 
lation site and of putting them 
underground. Either steel or con- 
crete may safely be used in tank 
construction. 

Minimum distances have been 
established to govern setting of 
fuel oil tanks in relation to the 
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No. 2 No. 4 No. 5 No. 6 


150 — ote pe on — 150 


— 130 
—120 
Fe N10 
— 100 
~ 90 
— 80 
—70 
— 60 


on 


30 
20 4 


10 





property next door. These. in some 
industrial situations. may make a 
pretty tight squeeze. “Minimum 
distance” here refers to the dis 
tance between the tank and _ the 


adjacent property line: 


Tan! Capacity Vinimun Dis 

751-12,000 gal 10 teet 
12,001-24,000 gal Ld teet 
24.001-30.000 eal 20 feet 


The figures apply only to tanks 
above ground: no restriction is 


imposed on tanks entirely buried 


Burial advised 


Whenever possible. fuel oil 
tanks should be buried. When they 
are, there are three points to 
watch out for: 

1. Not less than two feet of 
earth should cover the top of any 
tank. In some situations (as when 
trafhe will pass above). a slab of 
reinforced concrete at least four 
inches thick should be added. 

2. If the tank is buried in wet 
swampy ground, a concrete slab 
should be poured underneath the 
tank. which should be anchored to 
the slab with steel hoops That 
keeps the tank from floating free 
if the tank is nearly empty. and 
prevents snapping of pipeline con 
nections. 

3. No cinders should be allowed 
to come in contact with any steel 
tank. Surround the tank with sand 
instead. If cinders touch it. corro 
sion certainly will eat holes 
through the tank walls. Result: 
loss of both oil and tank. and 
creation of a fire hazard 

In above-ground tanks. the su 
tion line should enter at the top 
Rupture of a line from the bottom 
of the tank will allow oil to pour 
over the ground, and perhaps int« 
nearby buildings. 

While there’s no special distance 
from plant buildings that an 


above-ground tank must be set. 


FLASH POINTS shown in Figure 1 
are the minimum for each type of 
fuel oil as set by the United States 
Bureau of Standards. Local ordi- 
nances may differ from these figures. 
No. 3 fuel oil no longer is considered 
standard. 
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In some communities, local regulations 
require an anti-siphon device on all in- 
stallations where the tank, either outside 
or inside, is located at a higher level than 
the burner. 


Such a device will break the siphon on the 
suction line of an oil burner and will pre- 
vent the draining of the tank into the 
basement or boiler room, in case of a break 
in the line or fittings. 


The allustration shows a simple and in- 
expensive method of constructing an anti- 
Siphon device that will comply with most 
local regulations. 
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Iron Fireman Mfg. Co. diagram 


FIGURE 2—Anti-siphon device 


IMPROPER IGNITION of fuel led to 
this boiler explosion in a soap-mak- 
ing plant. Brick-set boilers should 
always be supported independently 
on four steel legs, to prevent the 
boilers from tipping over following 
an explosion. 











Factory Mutual Eng. Div. photo 













































































































there is the possibility that a dike 
will be useful. If there is no dike. 
and a pipeline or the tank itself 
ruptures, fuel oil will spill over 
the ground, making a fire hazard. 

In some areas, laws require 
that an anti-siphon device be ap- 
plied if the tank is located above 
the oil burner, whether the tank is 
buried or above ground. A simple 
device is shown in Figure 2. It 
prevents siphoning over of oil in 
case of pipeline rupture. 

Black iron pipe and malleable 
fittings are recommended by many 
oil burner manufacturers for all 
lines connected to fuel tanks. Gal- 
vanizing, they feel, tends to cover 
possible imperfections—and _ it’s 
vital, when you're dealing with 
anything as flammable as 20,000 
gallons or more of fuel oil. to have 
pipe that won’t “give.” Steel pipe 
is permitted by the National Fire 
Protection Association code. 

Pipelines connected to the tank 
should be equipped with swing 
joints, which can be arranged to 
tighten as the tank settles. Any 





ordinary joint is apt to snap un- 
der the strain. Obviously, that 
means spilled oil—and danger of 
fire. 

Every connection to the tank 
that stands below the top level of 
the fuel must have a control valve. 
The valve must be set as close to 
the tank as possible. 


Vent safety 


The vent line for any under- 
ground or inside-the-building fuel 
oil tank should be run to the out- 
side building wall and carried 
higher than the fill pipe opening 
of the tank. In every case, the 
vent line must run above the nor- 
mal snow line level. Vent pipes 
must measure at least 114 inch in- 
side diameter. 

The vent line should carry to a 
point well away from any window 
or other building opening, to 
avoid entry of fumes. At the top, 
the line should be equipped with 
a U-bend, which in turn should be 
equipped with a coarse screen, to 
protect the line against clogging 
by any foreign matter. 

You'd think it would be auto- 
matic to install oil-fired equipment 
in accordance with the National 
Electrical Code, as modified by 
local building ordinances. It isn’t. 

State fire marshals have told us 
that as many as 60% of the plants 
in their areas aren't properly 
wired: heating engineers have 
pointed out to us factories that 
have. within the last three years, 
installed oil-burning equipment 
wired in direct violation of some 
of the most obvious features of 
the National Electrical Code. 

A disconnect switch should be 
set just inside the boiler room 
door. That gives the fireman a 
chance to shut off the burner fast, 
without actually entering the 
room. Another such switch may be 
installed beside the burner, but 
this is simply an “extra.” If two 
switches are used, only one need 
be equipped with fuses. 


Alarm needed 


Some sort of alarm always 
should be provided. It should be 
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wired to operate instantly if the 
oil burner shuts down for any 
reason other than satisfied steam 
pressure. 

Some boiler rooms in. cities 
have been protected by connec- 
tions with central service stations 
(as described in “A Watchmen’s 
System Will Pay Your Company’ 
in this issue): when the oil 
burner stops working. alarm auto 
matically is flashed to the central 
station, which promptly begins an 
investigation. This type of pro- 
tection is especially valuable fox 
those plants with boiler rooms that 
are left unattended for consider- 
able periods. 


Ventilation 


Boiler rooms need adequat 
ventilation. Louvres may help to 
supply the necessary amount of 
air. Sometimes. forced ventilation 
may be required. Remember that 
no oil burner will function unless 
there’s plenty of oxygen available 
to support the fire. And unless 
vour burner has specialized con- 
trols, the unburned oil will keep 
right on flowing. 

Boiler room firemen have been 
known to stuff paper or rags in 


louvres. window casings. and 


Petro photo 


doors. to “keep out the cold air.” 
That not only prevents the free 
flow of air necessary to maintain 
the fire. but holds within the 
room any fumes and vapors thai 
may develop from faulty firing. 

Electronic controls have given 
boiler and burner manufacturers 
an entirely new approach to man- 
agement of fuel oil firing. Othe: 
tvpes of controls. also. have under- 
gone development that makes it 
worth your while to find out 
whether modernization of yout 
present equipment will pay in in- 
creased safety and __ protection 
against fire. 

(Any hinged oil burner (rotary 


cup burners are an example) 


should be supplied with a latch 
switch. The switch keeps the burn- 
er from starting as long as it’s 


swung open. If the switch were 


THIS TYPICAL multi-boiler installa- 
tion takes a muster limit control in 
addition to individual controls on the 
separate boilers. A latch switch (to 
prevent firing of the burner when 
it is swung back) is needed on any 
hinged oil burner like the ones shown 
here; it protects the operator from 
being showered with flaming oil. 


not installed. the open burner 
could very easily throw flame and 
oil directly in the operator's face. 
Fusible links with gate valves. 
in the suction line at the boiler 
front, operating much as do the 
fusible elements in automati 
sprinkler heads. will close the fuel 
line at any predetermined temper- 
ature in case fire breaks out. 
lhere’s an alternative to the fus- 
ible links as they are applied to 
vate valves: an electric switch 
equipped with a fusible link. The 
switch is set on the boiler front. 
and opens the electric circuit if 
any flame shoots out around the 


switch. 


Safety switches 


Induced draft fan burner instal- 
lations should be equipped with 
low-draft switches. These prevent 
the oil burners from starting un- 
less the proper amount of draft 
exists. and they stop the burners 
if the burner fans go off sometime 
during operations. If the fan 
stopped and the burner didn’t, the 
oil would accumulate in the boiler 
firebox—and without air to help 
burn it. the danger of explosion 
and fire would mount. 

For a burner that fires 25 gal- 


lons of fuel oil per hour or more. 





Fuel Oil Ignition 
No. Temperature 
2 494° F. 
4 505° F. 


765° F. 





FIGURE 3—Fuel 


Oil Standards 
Extinguishing 

Method 

Foam, CO., dry chemical 

Water spray, foam, CO., 

dry chemical 

Same as for No. 4 

Same as for No. 4 
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a low-fire start control should be 
used, along with an electrical in- 
terlock to keep the burner from 
starting except at low fire. A sys- 
tem of this sort prevents the flame 
from puffing out on start. as fre 
quently occurs when ignition takes 
place with the burner set for high 
fire. 

It's taken for granted that your 
boiler has a low-water cut-off. 
Phat’s required by insurance com- 
panies. But you may not have a 
master limit control governing the 
entire boiler system. if you're op- 


erating more than one boiler. 


Master limit control 


The master control should be 
installed in addition to the limit 
control ordinarily installed on 
each separate boiler. If an individ 
ual boiler control fails, the master 
limit control takes over: if the 
master control fails, individual 
controls compensate for it. Oper 
ating oil-fired equipment in boil 
ers without limit controls is like 
tving down the safety valve on a 
steam engine. 

Nearly all the trouble with 
either fire or explosion results 
from the light-off of an oil burner. 
Naturally. pilots are vital in mak 
ing sure that light-off takes place 
as it should. 

If manufactured. natural. or 
mixed gas is used for the pilot. a 
gas pressure regulator is a “must” 
for the gas feed line. If LP gas is 
used, there are more precautions 
to be observed: 

© Store the LP gas outdoors. 
in a tank that meets specifications 
of Underwriters’ Laboratories. 

> Install a reverse-acting pres 
sure control on the LP gas line. 
That prevents the burner from at- 
tempting a start if the fuel tank is 
nearly empty. 

& There's the ever-present pos- 
sibility that LP gas. which is heav- 
ier than air, may drift over the 
boiler room floor. If it happens. 
and a spark from any source ap- 


pears, it’s too late to be careful! 


Pilot safety 


In general, heating engineers 
group oil burner pilots into two 
classes: proved and unproved. 

The proved pilot has an elec- 


OCCUPATIONAL HAZARDS e JUNE 


Circle No. 42 on reader service card for more information 








a Fw: “sviabessttlile Pen i 


REPLACES—C ARBON-TETRACHLORIDE 
Flash Point None 
Toxicity (Cal. M.A.C.} 
Corrosion tests (on metals) 
Evaporation rate comparison 





500 ppm. plus 
Negative 
| 


FREE 
TECHNICAL BULLETIN 








62 WILLIAM STREET 
Nocon PrRopucTS CORP, am... Bs & Naw Youn 




















Un 


2300 
VOLTS Rai 


Keady 


= © Baked Paint Finish 
awit, @ Porcelain Enamel Finish 
fa © 


‘ 


NO SMOKING 
BEYOND THIS 
SOINT — 





24 hours a day... 3 shifts... READY MADE Accident Prevention Signs 
are on the job; right where they’re needed most — alongside your 
worker at the production line .. . in the chemical lab . . . on the scaffold 
... READY MADE Signs are the silent guardians that thwart accidents . . . 
that eliminate injuries and costly work stoppages. 


@ WRITE FOR 
FREE CATALOG 


Dependability 
and Quality 

are words that 
have become 
synonymous with 
READY MADE 

in over 50 years 
of service to 
INDUSTRY. 


Remember — an alert, informed workman 
means a constant high rate of production. containing thousands 
SPECIAL SIGNS MADE TO ORDER of stock wordings. 


et) MT RY ee 


115-117 WORTH STREET e NEW YORK 13, N.Y. 


Circle No. 43 on reader service card for more information 








Circle No. 44 on reader service card for more information 


AIR OPERATED 
LITTELL svirs or 


SAFETY FEEDERS... 
° SAVE MONEY 


SAVE FINGERS \ dar 
SAVE HANDS 
SAVE TIME 


WITH dependable air operated 
safety units by Littell 


AIR BLAST —_" 
) VALVES... NEw 
KO | SHEET LIFTERS.. 


handle sheets of steel [ 
glass, plywood, boxes, (xp 
cabinets, etc. Safely — 


Pres-Vac 





safely feed blanks to 
press from the safe 
distance of 14 inches 
—BY AIRI 


Save those fingers 


parts safely 
with each stroke of 
the press—BY AIRI 


Save those hands 


Save those Insurance Premiums. 


Write for FREE Catalog 
AIR DIVISION 
4171 RAVENSWOOD AVENUE 
CHICAGO 13, ILLINOIS 
District Offices: DETROIT and CLEVELAND 

















ON ALL LADDERS WITH 
NEW SAFETY 0 


Fa 


LADDER CLIMBERS ISEASY., 
NATURAL AND SAFE/SAFER 
THAN POSSESSING @ ARMS! 


| 

ey /MEXT TO HANDLING OBJECTS 

: FALLS ARE THE PRINCIPLE 
SOURCE OF WORK INJURIES 

GALLS ACCOUNT FoRTZ% OF ALL 
DISABLING INJURIES... 9% OF FATAL 
& PERMANENT TOTAL INJURIES...14% 
OF PERMANENT PARTIAL INJURIES € 
18% OF TEMPORARY TOTAL INJURIES. 


FROM "ACCIDENT FACTS” 1955 EDITION 


LZ) WORKMAN CAN CLIMB 
LAODERS WITH CONTINUOUS 
SAFETY... PROVIDES VITAL 
SAFETY AND EFFICIENCY AT 
LOW COST! IDEAL FOR CLIMB 
ING FIXED LADDERS (ON 
TOWERS, SMOKESTACKS, ETC) 
DOES NOTIMPEDE CLIN B; 





‘ROSE MANUFACTURING CO. 


2700 W. BARBERRY PLACE 
e 
o 


DENVER 4, COLORADO 
DENVER 








| 
| 





Circle No. 45 on reader service card for more information 





tronic control circuit. The gas 
flame—it matter what 
kind of gas is involved—is lit by 
an electric spark. The main oil 


doesn’t 


valve won't open until the pilot is 
functioning correctly. That helps 
cut down danger of explosion and 
fire when light-off occurs. 

The unproved pilot isn’t 
equipped with the electronic cir- 
cuit. The oil valve is allowed to 
open a few seconds after the pilot 
has supposedly been lit. If for any 
reason the pilot didn’t function, oil 
might flow for as long as 90 sec- 
onds before the burner shut down. 
The dangers of having oil accu- 
mulate in the boiler firebox al- 
ready have been mentioned. 

When a steel firebox type of 
brickwork, it 
should be supported independent- 
ly of the brick. This can be done 
with four steel legs. If an explo- 


boiler is set on 


sion occurs in a_brick-mounted 
boiler, it’s going to blow out the 
bricks. The boiler will tip and fall, 
unless it’s set solidly on the steel 
legs. Just one more hazard to add 
to the major one of explosion and 
following fire! @ ¢ 


Thanks are due S. H. Beach, industrial 
sales manager, Iron Fireman Manufac- 
turing Company, for technical assist- 


ance in the preparation of this article. 


Deaths Down, Losses Up, 
In All Types of Fires 


Durinc 1955, fires caused 11.950 
deaths and $1,098,000.000 prop- 
erty loss in the United States and 
Canada, according to estimates 
just published by the National 
Fire Protection Association. 

There were 11.475 fire deaths 
in the United States and 475 in 
Canada. The figures for 1954 
stood at 12.100 and 450. 

Property losses in the United 
States stood at $1.026.200,000 in 
1955. A year earlier, they had 
been $1.016.915.000. 

The building and contents fire 
loss in the United States for the 
first 11 months of 1955 was esti- 
mated to be 1.1% above the same 
loss in 1954, @ @ 
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Acme Protection Equipment Co. 

1207 Kalamazoo St., South Haven, Mich. 
S. G. Adams Co. 

924 Olive St., St. Louis 1, Mo 
Ahrens-Fox, Ine. 

1650 Central Ave., Cincinnati 14, Ohio 
Akron Brass Mfg. Co. 

Wooster, Ohio 
W. D. Allen Mig. Co. 

566 W. Lake St., Chicago 6, TI. 
Aluminum Ladder Co. 

Worthington, Pa. 
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155 Sixth Ave., New York 13, N. ¥ 
American Emblem Co., Ine. 

P. O. Box 116, Utiea 1, N. Y. 
American Fire Apparatus Co. 

Main St. Rd., Battle Creek, Mich 
(American Fire Equipment Co. 

717 Boylston St., Boston 16, Mass 
American LaFrance Corp. 

Elmira, N. Y. 
American Marsh Pumps, Ine. 

60 Capital Ave., N.E., Battle Creek, Mich 
(American Optical Co 

Southbridge, Mass. 
(American Rubber Mfg. Co. 

1145 Park Ave., Oakland 8, Cal. 
(American Safety Tank Co. 

3937 Main St., Kansas City 11, Mo 
Ampco Metal, Inc. 

Milwaukee 46, Wisc. 
Ansul Chemical Co., Fire Equipment Div. 

Marinette, Wisc. 
Aquadyne Corp. 

14] Lexington Ave., New York 17, N.Y 
Ardmore Products, Div. of Amco 

2010 W. Carroll Ave., Chicago 12, TI 
Arguslite Co. 

Blue Ridge Summit, Pa. 
Atlas Safety Equipment Co., Ine. 

27 Warren St... New York 7. N. Y 
\utoceall Co. 

Shelby, Ohio 
\utomatic Sprinkler Corp. of America 

Box 360, Jones and Brittain Streets 

Youngstown, Ohio 
Award Incentives, Inc. .. 


200 Williams St., New York 38, N. Y. 


B. and M. Siren Mfg. Co. 

763 E. Pico Blvd., Los Angeles 21, Cal 
Sadger Fire Extinguisher Co. 

Foot of Chase St., Methuen, Mass. 
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Bendix Radio Div. of Bendix Aviation Corp 
Baltimore 4, Md. 
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Northwest Highway and Seegers Rd 
Des Plaines, Il 
Bennett Mig. Co 
Railroad St.. Alden, N. Y. 
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Reading 17, Pa. 
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20 N. Wacker Dr., Chicago 6, Ill 
V. H. Blackinton & Co., Ine 
Atthkeboro Falls, Mass. 
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829 Beaver Ave.. Pittsburgh 33, Pa 
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Main St., Old Forge, 
soardman Co 
1401 S. W. Lith, P. O. Box 1152 
Oklahoma City 1, Okla 
Bomgardner Mfg. Co 
1384 Hird Ave., Cleveland 7, Ohio 
Boston Woven Hose & Rubber Co. 
P. O. Box 1071, Boston 3, Mass. 
C. G. Braxmar Co., Ine. 
216 E. 45th St... New York 17, N. ¥ 
Brooklyn Fibre Broom Co.. Ine. 
17 A Dinsmore Place, Brooklyn 8, N. Y 
Buffalo Fire Appliance Corp. 
221 Crane St., Dayton 1, Ohio 
*. D. Bullard Co. 


275—8th St., San Francisco 3, Cal. 
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D. Pike & Fire Hook Mfg. Corp. 

2907 Orange St... New Haven 10. Conn 
airns & Brother, Ine 

»4 Bloomfi ld Ave °9 Allwood) ( lifton, N. J 
arbisulphoil Co 

2917 Swiss Ave., Dallas 4, Tex 
ardox Corp. 

307 N. Michigan Ave., Chicago 1, Il. 
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236 Bradley St., Somerville 45, Mass 
entral Station Signals, Ine. 

53 W. 23rd St.. New York 10, N. Y. 
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There’s a VIKING MAN 
Ready to Serve You — 


as close as Your Telephone ! 


ATLANTA, GA. 
Crawford and Slaten Co., 
Mr. W. C. Reynolds 


BOSTON, MASS. 
Viking Automatic Sprinkler Co., 
Mr, J. M. Cashman 


BUFFALO, N. Y. 
Viking Automatic Sprinklers, Inc., 


Mr. H, B. Kirkman 


CHICAGO, ILL. 

Viking Automatic Sprinkler Co., 
Mr. H. F. Grenning, Mr. C. 
Hauth, Mr. H. Hartel 


CINCINNATI, OHIO 
Viking Sprinkler Co 
Mr. W. H. Bihlman 


CLEVELAND, OHIO 
Viking Sprinkler Co 
Mr. O. H. Gellhaus 


DALLAS, TEXAS 

Texas Automatic Sprinkler Co., 
Mr. J. E. Bush, 

Mr. J. R. Davenport 


DECATUR, ILLINOIS 
Walton Viking Co 
Mr. H. E. Stoanfi 


DENVER, COLORADO 
Walton Viking Co., 
Mr. J. K. Farr 


DETROIT, MICH. 
Viking Sprinkler Co 
Mr. W. F. Crook 


GRAND RAPIDS, MICH. 
Viking Sprinkler Co 
of Western Mich., Mr >. C. Hansen 


HASTINGS, MICHIGAN 
The Viking Corporation 

Mr. J. W. Radford 

Mr, Frank A. Rider 


HIGH POINT, N. C. 
Viking Sprinkler Co 
Mr. G. T. Gregory 


HILLSIDE, N. J. 
Viking Sprinkler Co., 
Mr. Johnson 


HOUSTON, TEXAS 
Texas Automatic Sprinkler Co., 
Mr. J. B. Manning 


HUNTINGTON, W. VA. 
C. W. Hutchinson, Inc 
Mr. C. W. Hutchinson 


INDIANAPOLIS, IND. 
Viking Sprinkler Co 
Mr. O. H. Fateley 


JACKSON, MISSISSIPPI 
Texas Automatic Sprinkler Co., 
Mr. T. J. Kainz 


KANSAS CITY, KANSAS 
Walton Viking Co., 
Mr. J. E. Johnson 


LOS ANGELES, CALIF. 
California Viking Sprinkler Co., 
Mr. R. L. Thorsdale, Jr. 








LOUISVILLE, KY. 
Viking Sprinkler Co., 
Mr. P. A. Stevens 


MEMPHIS, TENNESSEE 
Texas Automatic Sprinkler Co., 
Mr. W. J. Brewer 


MILWAUKEE, WIS. 
Viking Automatic Sprinkler Co 
Mr. T. B. Marriott 


NEW ORLEANS, LA. 
Texas Automatic Sprinkler Co., 
Mr. L. M. Love 


NEW YORK, N. Y. 
Viking Sprinkler Co., 
Mr. G. B. Higgins 


N. LITTLE ROCK, ARKANSAS 
Texas Automatic Sprinkler Co., 
Mr. W. L. Ready 


OMAHA, NEB. 
Walton Viking Co., 
Mr. John Carroll 


PHILADELPHIA, PENN. 
Viking Sprinkler Co., 
Mr. J. H. Keelan, Jr., 


PHOENIX, ARIZONA 
California Viking Sprinkler Co 
Mr. John A. Mull 


PORTLAND, OREGON 
Viking Automatic Sprinkler Co., 
Mr. J. W. Larson 


ST. BONIFACE, MANITOBA 
J. C. Davis, Ltd., 
Mr. E. Davis 


ST. LOUIS, MO. 
Walton Viking Co., 
Mr. A. J. Johnson 


ST. PAUL, MINN. 
Hudson Viking Sprinkler Co., 
Mr. H. A. Westenburg 


SAN ANTONIO, TEXAS 
Texas Automatic Sprinkler Co., 
Mr. L. E. Ellzey 


SAN FRANCISCO, CALIF. 
California Viking Sprinkler Co 
Mr. R. C. Pinkham 


SEATTLE, WASHINGTON 
Viking Automatic Sprinkler Co., 


Mr. R. L. Thorsdale, 
Mr. L. R. Carlson 


TAMPA, FLORIDA 
Florida Fire Sprinklers, Inc., 
Mr. S. W. Barnett 


TORONTO, ONTARIO 
Viking Automatic Sprinklers 
(Canada) Ltd., Mr. W. J. Beel 
TULSA, OKLAHOMA 

Texas Automatic Sprinkler Co., 
Mr. H. C. Moore 
VANCOUVER, B. C. 


Viking Automatic Sprinkler Co., 
Mr. H. McDonald 


WASHINGTON, D. C. 
Viking Sprinkler Co., 
Mr. T. F. Smith 
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Chicago Watchelock Div. of Great Lakes Industries 59 
1526 S. Wabash Ave., Chicago 5, Tl. 

Circul-Air Corp. , 58 
575 E. Milwaukee Ave., Detroit 2, Mich. 

Collins Co. 
Collinsville, Conn 

Cotton Goods Mfg. Co. 58 
216 N. Clintoa St. Chicago 6, TI. 

S. H. Couch Co., Ine. 


» 


3 Arlington St., N. Quincey 7. Mass 


Curtiss-Wright Corp. 82 
Carlstadt, N. J. 
Cycle-Flo Co. . 76, 83 


986 Bridgeport Ave., Milford, Conn. 


D 


C. R. Daniels, Ine. 
Daniels, Md. 
W. S. Darley & Co. ; $4 
2810 Washington St., Chicago 12, Ii. 
Davis Emergency Equipment Co., Ine. 
15 Halleck St., Newark 4, N. J 
Detex Watechclock Corp. . ere 
76 Varick St., New York 13, N. Y. 
Dieges & Clust 
17 John St., New York 8 N.Y. 
George W. Diener Mig. Co 
100 N. Monticello Ave... Chicago 24. In. 
Duo-Safety Ladder Corp. 
809-13 Ninth St.. Oshkosh, Wise 


E and J Mfg. Co 
100 E. Graham Place. Burbank, Cal 


Eagle Mfg. Co. ; 73 
Wellsburg, W. Va. 
Samuel Eastman Co., Inc. 88 


Concord, N. H. 
Edwards Co., Ine. 
Norwalk, Conn 
Elkhart Brass Mfg. Co., Ine 
1302 W. Beardsley Ave., Elkhart, Ind. 
Emergency Aids Co 
3444 N. Clark St.. Chicago 13, Il 
J. H. Emerson Co. 
22 Cottage Park Ave., Cambridge 40, Mass. 


Exide Industrial Div., Electric Storage Battery Co... 89 
Philadelphia 2, Pa. 


Fabric Fire Hose Co. 

Sandy Hook, Conn. 
Fairbanks, Morse & Co. 

600 S. Michigan Ave., Chicago 5, Hl 
Faleon Alarm Co., Ine. 

213 Broad St., Summit, \. J. 
Far-Ex Corp. 

75 West St., New York 6, N. Y. 
Federal Fire Hose Mfg. Co. 

1044 W. Hillerest Blvd.. Inglewood, Cal. 
Federal Sign & Signal Corp. 

8735 S. State St., Chicago 19, Hl. 
Fenwal, Inc. 

Pleasant St., Ashland, Mass. 
Firewater Co. 

1 First St., Los Altos, Cal. 
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is within your reach 
anyplace in the U.S.A. 





Your VIKING MAN is a good man to know. 
He is within your “six-minute” reach, or “six- 
hour” reach at the most — any place in the 
U.S.A. Your VIKING MAN is an engineer, 
an informed consultant, who understands 
the architects’ designing problems. 


VIKING sprinkler systems effectively match 
any decor. They provide maximum fire pro- 
tection with minimum installation and main- 
tenance cost. VIKING features are better 
water distribution, better cooling character- 


Write today for your copy of 
“Fire and Your Business” 


f 


a VKING corporation 


HASTINGS, MICHIGAN 


istics, fewer sprinklers operating, more eco- 
nomical use of water, greater ceiling pro- 
tection, fewer sprinkler heads needed, and 
VIKING sprinklers can replace conventional 
sprinklers without changing piping. 

From Maine to California, and from Florida 
to Washington, industries, businesses and 
institutions have chosen VIKING installa- 
tions. Your VIKING MAN — listed to the 


right of this message — is as near to you as 
your telephone. 


= 
|| THE VIKING CORPORATION 

Hastings, Michigan 

I want the VIKING MAN to give me information 
on the following: 


By 


| 


(Soommeans A ee NR R= 
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ut , 
WITH bh ASBESTOS FIRE BLANKET 


4 In emergency this new FITE RITE AS- 


BESTOS FIRE BLANKET is available 


instantly 


Stored in metal container, painted bril- 
liantly red, and may be hung on the 
wall just like a fire extinguisher 


Blanket can be used to 
© Smother clothing fire by wrap- 
ping around victim. 
e Shield fleeing persons from 
flaming area. 
® Beat out or smother flash fires. 


© Cover machinery and material, 
protecting them from flying 
embers or sparks, or nearby 
welding. 





This fire fighting and protecting equipment is 
needed in every plant. Bulletin sent on request. 
4 FEW TERRITORIES AVAILABLE FOR QUALIFIED DEALERS 


COTTON GOODS MFG. COMPANY 
216 W. CLINTON ST. © CHICAGO 6, ILL. 











GOT A HOSE DRYING PROBLEM? 


NOT IF YOU HAVE 


ROTO-JET 


The ‘Automatic 


FIRE HOSE WASHER 


WASHES — RINSES 











DRAINS a id 

SAVES ow 
© TIME ‘s " | 
* SPACE i — 
@ MAN POWER v 
With or without detergents ashes dirt SIMPLE 
mud and sludge are automatically 
scrubbed out and flushed away. Hose ONE-MAN 
: ata OPERATION 
is self-propelled. 

AND ...THE CIRCUL-AIR 


FIRE HOSE DRYER 


Circulates pre-warmed fresh 
air through loosely coiled 
hose at the rate of 5 to 6 
air changes per minute. Saves 
floor space, hard work and 
lengthens hose life. No other 
drying method is so fast — 
so economical — so easy to 
use. The preferred drying 
method in over 3,000 Depart- 
UL-CSA APPROVED Cnr 
WRITE FOR FOLDER 


7 E. Milwauk 
IE, oe, 87 * Mien 


Detroit 2, Michigan 

















Circle No. 50 on reader service card for more information 








Page 


Frank Mfg. Co., Inc. Se oe . 60 
101-111 W. Main St., Mentone, Ind. 
Frommelt Industries ... . rr : : : 66 


Box 165, Dubuque, Ia. 
Fuller Brush Co. 

3580 Main St., Hartford 15, Conn. 
Fulton Bag & Cotton Mills 

P. O. Box 1726, Atlanta, Ga. 
Fyr-Fyter Co. ee 

221 Crane St., Dayton 1, Ohio 


~ 
o 
vl 


G 

Gamewell Co. 

Newton Upper Falls 64, Mass 
General Detroit Corp. 

110 Mt. Elliot St., Detroit 32, Mich. 
General Electric Co. 

166 Broad St., Fitchburg, Mass. 
General Pacific Corp. 

8740 Washington Blvd., Culver City, Cal. 
Globe Automatic Sprinkler Co. 

2035 Washington Ave., Philadelphia 16, Pa. 
Globe Mfg. Co. 

Pittsfield, N. H. 
Goodall Rubber Co. 

138 Whitehead Rd., Trenton 4, N. J. 
B. F. Goodrich Co., Industrial Products Div. 

900 S. Main St., Akron 18, Ohio 
Goodyear Tire & Rubber Co. Ine. 

Akron 16, Ohio 
Goshen Mfg. Co., Ine. 

10th and Reynolds Sts., Goshen, Ind. 
Grimes Sprinkler Div., Raisler Corp. 

129 Amsterdam Ave., New York 23, N. Y. 
Grinnell Co., Ine. 

260 W. Exchange St., Providence, R. I. 


H 
Hale Fire Pump Co 
708 Spring Mill Ave., Conshohocken, Pa. 
A. E. Halperin Co., Ine. 
75 Northampton St., Boston, Mass. 
Clifford B. Hannay & Co., Inc. . e acmere) Cee 
Westerlo, N. Y. 
Hewitt Robins, Inc., Hewitt Rubber Div. 
666 Glenbrook Rd., Stamford, Conn. 
Wm. E. Hooper & Sons Co. 
Juniper and Cherry Sts., Philadelphia 7, Pa. 


E. F. Houghton & Co. ... . CF 
303 W. Lehigh Ave., Philade iphia 33, Pa. 
Howe Fire Apparatus Co. . . 5 72 


Anderson, Ind. 


Industrial Home for the Blind 
57 Willoughby St., Brooklyn 1, N. Y. 
Industrial Gloves Co. 


Danville, Il. 


Industrial Products Co. 
2820 N. Fourth St., Philadelphia 33, Pa. 
Industrial Safety Specialties Co., Inc. 
Maple and Lawn Aves., Sellersville, Pa. 


Ingersoll-Rand Co. ... ara ; a 61 
11 Broadway, New York 4, N.Y. 


J 


Janesville Apparel Co. 
216 N. Franklin St., Janesville, Wise. 
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Johnson-National Insignia Co., Ine. 

10 Maiden Lane, New York 38, N. Y 
Junkin Safety Appliance Co., Inc. 

101 S. Floyd St., Louisville 2, Ky. 
Destwate Wile. Gs onic ci ccaes 

2061 N. Southport Ave., Chicago 14, Hl. 


K 
Kalamazoo Mfg. Co. 
1827 Reed St., Kalamazoo, Mich. 
Walter Kidde & Co., Ine. 
557 Main St., Belleville 9, N. J. 
Kinnear Mig. Co. 
130 Fields Ave., Columbus 16, Ohio 


kF. H. Lawson Co. 
Evans and Whateley Sts. 
Cincinnati 4, Ohio 


M 

M& H Valve & Fittings Co. 

P.O. Box 909, Anniston, Ala. 
Mack Motor Truck Corp., Fire Apparatus Div 

1355 W. Front St., Plainfield, N. J 
Mann Edge Tool Co. 

P. O. Box 351, Lewistown, Pa. 
Mars Signal Light Co. 

1322 W. Chicago Ave., Chicago 51, Il 
Maxim Motor Co. 

170 Wareham St., Middleboro, Mass 
Julian A. MeDermott Corp. 

10-22 National St., Corona, L. 1. N.Y 
Medical Supply Co. ........ 

1027 W. State St., Rockford, Hl. 
Mercer Rubber Co. 

140 Mercer St., Hamilton Square, \. J 
Midwestern Mfg. Co. 

Mackinaw, Ill. 
Mine Safety Appliances Co. 

201 N. Braddock Ave., Pittsburgh 8, Pa. 
Monsanto Chemical Co., Organic Chemicals Div 

P. O. Box 478, St. Louis, Mo. 
Motorola, Ine. 

1501 W. Augusta Blvd., Chicago 51, III 
Mueller Co. 

2501 Chestnut St., Chattanooga, Tenn. 


National Alarms Corp. 

Scott, La. 
National Foam System, Inc. 

Union and Adams Sts., West Chester, Pa 
Neep Equipment Co. 

326 N. W. Broadway, Portland 9, Oreg. 
Newark Ladder & Bracket Co., Ine. 


Walnut and Central Aves., Clark (P.O. Rahway). 


Chas. Niedners Sons Co. 

10-20 James St., Malden 48, Mass. 
ee he ; 

239 South IIth St., Lincoln 8, Neb. 
J. F. Novak Co. 

2701 Meyer Ave., Cleveland 9, Ohio 


° 
Oren Roanoke Corp. 
1201-09 W. Salem Ave., Roanoke, Va. 
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— and know! 


@ Wich the tamper-proof CHICAGO portable 
watchman’s clock you get a definite, permanent record 
of your watchman’s activities. That's why the 

simple, economical CHICAGO WATCHCLOCK 
System is approved by THE UNDERWRITERS’ 
LABORATORIES and by THE 

FACTORY MUTUALS 0% 

LABORATORIES for 


Increased Protection 
A gainst 


FIRE 
THEFT 
SABOTAGE 


Users of the CHICAGO ¥ 
System earn Reduced 
Insurance Rates 


The CHICAGO WATCHCLOCK 
System quickly pays for itself! 


“The first—and still the first!” 
CHICAGO WATCHCLOCK 


® DIV. GREAT LAKES INDUSTRIES, INC. 
1532 South Wabash Avenue, Chicago 5, Illinois 
Offices In Principal Cities 


Write today for FREE 
FOLDER of illustrated details . . . 

tells why the CHICAGO WATCHCLOCK is in a 
class by itself... how the CHICAGO System 
can be installed in a few hours by any work- 
man with no tools other than a screwdriver. 


Circle No. 51 on reader service card for more information 
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Destructive fires 


can be prevented ! 


Learn more about —Vetibors 


Revolutionary Automatic 


CLASS "A" PROPRIETARY 


Fire Detection and 
Sprinkler Supervisory Systems 


Newest Underwriters’ Laboratory Listings 





Model 2CD 


Model FS-03-R 
Model ESR-03 
Model ESA-03 


Model PN-02-R 
Model RPS-2W 
or -3W 


Successive, Non-Interfering Master Code 
Unit 

Remote Station Receiving Panel 

Circuit Emergency Signal Receiving Unit 

Local Premises Emergency Signal 
Actuator 

Local Premises Control! Panel 

Local Contre! Panel Power Supply Unit 











Every plant needs this protection 


Engineering estimates and consultation available 
without obligation 





LR! NOTIFIER MEG. CO. 


Nae” 239 So. 11th Lincoln, Nebr. 





REDUCING 
FIRE LOSSES... 


When Carbon Dioxide 
is the Solution 


CARDOX 
Is the Answer 


CARDOX Low Pressure Carbon 
Dioxide Fire Extinguishing Systems are 
“specified” protection in hundreds of 
plants —big and little. Providing all the 
advantages of low pressure carbon diox- 
ide —immediate extinguishment, no 
extinguishing damage, unlimited quan- 
tities of carbon dioxide, uninterrupted 
protection under all conditions— 
CARDOX Systems are backed by the 
engineering experience of thousands 
of proven installations where low pres- 
sure carbon dioxide offers so many 
unequalled advantages. You can’t buy 
better protection for critical hazards! 
Write for a survey of your particular 
hazards today. 


@ Thousands 
of Proven 
Installations 


@ Recognized and 
Approved by All 
Insurance and Fire 
Protection Groups 


* CARDOX Low Pressure 
Carben Dioxide Fire 
Extinguishing Systems— 
Covered by U.S. and 
Foreign Patents, Issued 
and Pending. 


CARDOX CORPORATION 


BELL BUILDING e CHICAGO 1, ILLINOIS 
District Offices in Principal Cities 
Circle No. 53 on reader service card for more information 








Pac-Kit Co. 
P. O. Box 1306, Greenwich, Conn. 
Peerless Pump Div., Food Machinery & Chemical Corp. 
301 West Avenue Twenty-Six, Los Angeles 31, Cal. 
Perkins Battery Co. 
1601 Monroe St., York 2. Pa. 
Phister Mfg. Co. 
621 E. Pearl St., Cincinnati 2, Ohio 
Peter Pirsch & Sons Co. 
1308—35th St.. Kenosha, Wise. 


H. K. Porter, Ine. 


74 Foley St., Somerville 13, Mass. 


Porto Pump, Ine. 
227 Iron St., Detroit 7, Mich. 


Powhatan Brass & Iron Works, Ine, 


Ranson, W. Va. 


Preakness, Inc. 
1060 Broad St., Newark 2, N. J. 


Progress Mfg. Co.. Ine. 


Arthur, Tl. 


Protectoseal Co. 
1920 S. Western Ave., Chicago 8, Hl. 


Pulmosan Safety Equipment Corp. 
644 Pacifie St.. Brooklyn 17, N. Y. 


Pyle-National Co. 
1334. N. Kostner Ave., Chicago 51. Il 


Pyrene—C-O-Two Corp. 
P. O. Box 390, U.S. Highway 1 
Newark 1, N. J. 








You're safe, with 


LITTERS, STRETCHERS, SPLINTS 


by Frank! 








Emergency first 
aid equipment... 
for industrial 
dispensaries, 

and plant 
hospitals 


Materials ana 
workmanship 
are finest 
quality! 





STEEL POLE 
LITTER 
NO. 255 











Write for 


@ Folding steel undercarriage 
prices on... 


with tubular steel side rails. Hard- 
wood handles; heavy cotton duck 
Army Style Folding cover. Litter is 90" long, 22' 
Cots, Stacking Litters wide, 5!/4" high. Folds to 90" x 
Leg and Arm Splints 4'/4" x 5/4": wt. 21 Ibs. 


FRANK MFG. CO., Inc., Mentone, Ind. 


Circle No. 54 on reader service card for more information 
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Quaker Rubber Corp., Div. of H. K. Porter Co., Ine. 
Tacony and Comly Sts., Philadelphia 24, Pa. 


that’s built to last... 


D0 Anorerdam Ave, New York 23,N.) SPARK-RESISTANT 


Randolph Laboratories, Ine. 
8 Kinzie St., Chieago 11, IIL. 














paving breaker tools 
of FORGED beryllium copper 


Raybestos Manhattan, Ine. 
61 Willett St., Passaic, N. J 


Red Comet, Ine 


Red Comet Bldg., Littleton, Colo. Collarless 
Moil Points 


Reliable Automatic Sprinkler Co., Ine 


72-78 Bronx St., Mt. Vernon, N. Y. W° EREVER sparks mean 
Republie Rubber Div., Lee Rubber & Tire Corp DANGER, you can play it 


Narrow 
Chisel 


Youngstown 1, Ohio safe — and still get maximum tool — 


Rockwood Sprinkler Co. life — with I-R Spark-Resistant 
38 Harlow St., Worcester 5, Mass. Collarless 


Narrow Chise/ 
Bits 


Paving Breaker tools. That’s be- 
cause they are FORGED — not 


merely cast—of special, high- 


SAFA Alarm Div. strength beryllium copper alloy. Chisel Bits 
ntesshiSleacoaagiidutaam mma A trial order will quickly demon- 
s-T Hydrant Wrench Co. ; : ve a 

P. O. Box 921, Holyoke, Mass. strate their superiority. 


Safety Clothing & Equipment Co. Write for Bulletin 4173 
1990 E. 69th St.. Cleveland 3, Ohio 5-390 


3° x12 
Digging Chisels 


Safety First Products Corp. 


175 Saw Mill Rd., Elmsford, N. Y. Ingersoll-Rand 


Sanford Fire Equipment Corp. 11 Broadway, New York 4, N.Y. 


M. L. SNYDER & SON, INC. 
THE STEMPEL LINE 


No High-Pressure Advertis- 











ing or Salesmen. Just a good 


qu ality at helo U average 


Get rid of antiquated methods pric es 
such as pouring, drawing, siphon- Pe 
ing, spigoting. Install Tokheims! 
These high-vacuum pumps are in- 
valuable in maintenance and pro- 
duction work; they help build a 
barrier against fires and accidents, 
halt waste, speed production, and and Acid, Foam, Plain Water or Anti-Freeze 
improve housekeeping. ia ‘ : sad i . 

Tokheims deliver up to 20 gal- to CO,’s, | ump Tanks, and Foam Generator 


lons per 100 strokes. No piston > a : 
ah wih” ao daaen ae Powder — and can furnish a well-rounded line. 


Delivers on Vt 4 ; with hose or s le 
pout outlets, ) . 
both back and ‘ : 4 > ses > — 
Ea Also Fire Hose; Rubber Clothing, Boots, 


Call your dealer, your . aa a > : 
—— febhatneemsenitetion or Gloves; Extinguisher Parts and Recharges 


als are available Be ¢ or write for literature. 
for special liquids < 


We manufacture Extinguishers, with Under- 


writers’ Laboratory Label — from copper Soda 


for all makes. 


TOKHEIM CORPORATION OKHEIM OUR PRICES ARE LOW 


Designers and Builders of Superior Equipment Since 1901 HIGH VACUUM 
1682 Wabash Avenue Fort Wayne 1, Indiana HAND PUMPS 


Factory Branch: 1309 Howard St,, San Francisco 3, Calif 2436 North Jasper St. Philadelphia 25, Pa. 
In Canada: Tokheim-Reeder 


205 Yonge St., Toronto 
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SOLVE YOUR PLANT 
1 fe} 4), femme ad. fe] -] 4 b-) 


with SPLG dunking stations 


CIGARETTES, 
CIGARS, MATCHES 
IMMEDIATELY EXTINGUISHED 


Like 60% of the leading U.S. industries, 
you, too, will find that safe and economical 
SIPCO Dunking Stations prevent fires — pro- 
mote good housekeeping on the job. No smol- 
dering —no fire hazards! Built specifically for 
hard industrial use, and abuse, and will last 
a lifetime. 


UNIT No. 1— Heavy cast alu- 
minum canister, attractive | 
metal sign, upright heavy 
weighted base. 42” high, wt. 

25 Ibs. 

UNIT No. 2—Same as above 
except without upright and 
base. For mounting on walls, 
columns and posts, wt. 5 Ibs. 
UNIT No. 3—Canister alone 

with mounting bracket. 


gMOKER, 
GOOD HOUSEREEPING 
PREVENTS FIRES 


WRITE FOR 
ILLUSTRATED 


ANDARD INDUSTRIAL PRODUCTS CO. 


DcrT. M 920 N. GARFIELD AVE. © PEORIA, ILLINOIS 











For Stretcher Case — or any case 
FIRST IN FIRST AID is the 


Timmins 


It completely immo 
bilizes the injured arm, 
leg, back, neck, ankle, 
or other members of 
the body and assures 
safe removal of the in- $] .50 
jured person from the per set 
scene of the accident. F.0.B. OMAHA 
Yet it’s so easy to use 
Try a set and see. 


a sy 


Money back guarantee. 


Easy to order—Just write to: 


4 @ 
TF ERIREMREEDS seit co. 


2126 Cuming St. Omaha, Nebr. 
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Schwerdtle Stamp Co 

166 Elm St., Bridgeport 3 
Scott Aviation Corp. 

229 Erie St., Lancaster, N. 
Seagrave Corp 

2000 S. High St., Columbus 7, Ohio 
Seco Engineering & Mig. Ine 

1300 W. Fort St., Detroit 26, Mich 
Sharpsville Steel Fabricators, Inc.. Automotive 

Fire Apparatus Diy 

Sharpsville, Pa 
A. Smith & Son, Ine 

1239 Ridge Ave., Philadelphia 23 
DD. B. Smith & Co., Ine 

114 Main St., Utiea 2, N. ¥ 
M. L. Snyder & Son, Ine. 

2436 N. Jasper St., Philadelphia 25, Pa. 
Sperti Faraday, Ine. 

1322 E. Chureh St., Adrian, Mich 
Standard Industrial Products Co. 

920 N. Garfield Ave., Peoria, Hl. 
Standard Safety Equipment Co 

232 W. Ontario St., Chicago 10, Ill 
Stebeo Products, Stein Bros. Mfg. Co 

1101 W. Jackson Blvd... Chieago 7. Il 
Stephenson Corp. 

P. O. Box 392, Red Bank, N. J. 
Sterling Siren Fire Alarm Co., Ine 

8 Bartlett St.. Rochester 8, N.Y 
Stop-I ire, Ine. 


125 Ashland Place, Brooklyn, N.Y 


; 
W. J. Phie le & Sons, Tine 
Pine at Cherry, Johnstown, Pa 
George C. Thompson Co 
616—11st Ave.. North, Minneapolis 12, Minn 
limmins Splint Co. 
2126 Cuming St., Omaha, Neb. 
Tokheim Corp. ; ; 
1602 Wabash Ave., Fort Wayne 1, Ind. 


. V 

U-C Lite Mfg. Co 

1050 W. Hubbard St., Chicago 22, Il. 
Universal Fire Apparatus Corp 

Wheatland & Center Sts., Logansport, Ind. 
Viking Corp. ; aia 

135 E. Mill St., Hastings, Mich. 
Vonnegut Hardware Co., Van Duprin Div. 

102 W. Maryland St., Indianapolis 9, Ind. 


WwW 

Waterous Co 

80 E. Fillmore Ave., St. Paul 1, Minn 
Western Fire Equipment Co 

69 Main St., San Francisco, Cal. 
Wheeler Protective Apparel, Ince. 

224 W. Huron St., Chicago 10, IL. 
Williams Jewelry & Mfg. Co 

10 S. Wabash Ave., Chicago 3, Il 
Wirt and Knox Mfg. Co. 

23rd and York Sts., Philadelphia 32, 
Witt Cornice Co. 

Winchell, Koebel, and Patterson Sts. 

Cincinnati 14, Ohio 
Wooster Brass Div., Fyr-Fyter Co 

1415 E. Bowman St., Wooster, Ohio 


Worthington Corp 
Harrison, N. ‘B 
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Directory of Products 


ALARM SYSTEMS 


Automatic 


American District Telegraph Co 
Autocall Co 

Automatic Sprinkler Corp. of America 
Benjamin Electric Mfz. Co 
Buffalo Fire Appliance Corp 
Central Station Signals, In 

Se H Cou h ( ths Ine 

Edwards Co., In 

Fyr-Fyter Co 

Falcon Alarm, In 

Gamewell Co 

Globe Automatic Sprinkler Co 
Grinnell Co., Inc 

Walter Kidde & Co., Inc 
Notifier Mfg. Co 
Pyrene—C-O-Two ¢ orp 

Raisler Sprinkler Diy 
Rockwood Sprinkler Co 


Sperti Faraday, Inc 


Central Station 


American District Telegraph Co. 
Central Station Signals, In 
Edwards Co., Ine. 

Notifier Mfg. Co. 


Sperti Faraday, Inc. 


Industrial 


American District Telegraph Co 
Benjamin Electric Mfg. Co 
Central Station Signals, Inc 

S. H. Couch Co., Ine. 

Edwards Co., Inc. 

Federal Sign and Signal Corp 
Gamewell Co. 

Notifier Mfg. Co. 
Pyrene—C-O-Two Corp. 

SAFA Alarm Div. 


Sperti Faraday, Inc 


Sirens, Horns, Whistles 


Autocall Co. 

B. and M. Siren Mfg. Co. 
Benjamin Electric Mfg. Co. 
W.S. Darley and Co 

Edwards Co., Inc. 

Falcon Alarm Co., Inc. 
Federal Sign and Signal Corp. 
Gamewell Co. 

Mars Signal Light Co. 
Pyle-National Co. 

SAFA Alarm Div. 

Sperti Faraday, Inc 

Sterling Siren Fire Alarm Co., Inc. 
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Watchclock Systems 
o Watchclock D 
Great Lakes Industries 
Detex Watchclock Corp 


AXES, HATCHETS, POLES 


Axes 
W. D. Allen Mfg. Co 
\tlas Safety Equipment ¢ 
Collins Co 
t Brass Mfg. ¢ 

1 Edge Tool Co 
Powhatan Brass & Iron Works. | 
M. L. Snvder & Son 
Stebco Products, Stein Bro Mi 


Wirt and Knox Mfc. Co 


Crow Bars 

Elkhart Brass Mfg. Co 
Powhatan Brass & Iron Works 
M. L. Snyder & Son 
Universal Fire Apparatus Cor 
Western Fire Equipment Co 
Wirt and Knox Mfg. Co 
Wooster Brass Div., Fyr-Fytet 


Hatchets 


Atlas Safety 


Hook Poles 


W. D. Allen Mfg. Co 

( D. Pike ind Fire Hook Mfg 
Western Fire Equipme nt Co 
Wooster Brass Diy., Fyr-Fyter 


Pike Poles 


W. D. Allen Mfg. Co 
American LaFrance Cory 
C. D. Pike and Fire Hook Mfg 
Howe Fire Apparatus Co 
Western Fire Equipment C« 
Wooster Brass Div., Fyr-} 


BLANKETS, FIRE 


Blankets 


E. D. Bullard Co 
Cotton Goods Mfg. Co 
C. R. Daniels, Inc 
Davis Emergency Equi; 
Far-Ex Corp 


Frommelt Industries 


in the 
fire-fighting 
equipment 
field 


Fulton Bag and Cotton Mill 

\. E. Halperin Co., Inc 

Industrial Gloves Co 

Industrial Products Co. 
Industrial Safety Specialties Co 
Junkin Safety Appliance Co., In 
Mine Safety Appliances Co 
Pulmosan Safety Equipment Cory 
Safety Clothing & Equipment Co 
Standard Safety Equipment Co 


Wheeler Protective Apparel, Inc 


Blanket Holders 

E. D. Bullard Co. 

Cotton Goods Mfg. Co 

Davis Emergency Equipment 

\. E. Halperin Co., Ine 
Industrial Gloves Co 

Industrial Products Co 

Junkin Safety Appliance Co., li 
Safety Clothing & Equipment Co 


BROOMS 
Fire Fighting 
Brooklyn Fibre Broom Co., Inc 
Fuller Brush Co 
Industrial Home for the Blind 
Western Fire Equipment Co 
Wooster Brass Div., Fyr-Fyter Co 


Clean-Up 


Akron Brass Mfg. Co. 
W. D. Allen Mfg. Co. 
Brooklyn Fibre Broom Co., In 
Industrial Home for the Blind 


DOORS, FIRE 


Fire Doors 


Globe Automatic Sprinkler Co 
Kinnear Mfg. Co. 
R. C. Mahon Co 


Fire Door Opening Hardware 
Vonnegut Hardware Co., 
Von Duprin Div. 


EXTINGUISHERS 


co, 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 
American Rubber Mfg. Co 














FOB) 


EMERGENCY 
TREATMENT FOR 








FIRST ON BURNS 


A touch of the button on 
top of the F.O.B. container 
brings instant relief to 
painful burns from sun, 
fire, electricity or scalds. 
F.O.B. aids healing and 
protects against infection. 
It is non-toxic, non- 
irritating, and can be 
safely sprayed on any 
part of the body. 


i BURN KITS 


For treatment of chemical 
and heat burns. Available 
in 3,5 and 11 oz. spray 
containers. Write . 
for laboratory 

test reports . 3 
on F.O.B. with Heccant 
specifications for 
new Burn Kits. 





E. D. BULLARD COMPANY, San Francisco, Calitornia 


BULLARD 
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Extinguishers ... 


Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co. 
Geo. W. Diener Mfg. Co. 
Fyr-Fyter Co. 

General Detroit ¢ orp. 
General Pacific Corp. 

Walter Kidde & Co., Inc. 
Pyrene—C-O-Two Corp. 
Randolph Laboratories, Ine. 
M. L. Snyder and Son, Ine. 
Stop-Fire, Inc. 


Wirt and Knox Mfg. Co. 


Dry Chemical 
W. D. Allen Mfg. Co. 


\merican LaFrance Corp. 
American Rubber Mfg. Co 
Ansul Chemical Co. 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 
Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-O-Two Corp. 
Randolph Laboratories, Inc. 
Red Comet, Inc. 

Safety First Products Corp. 
M. L. Snyder and Son, Inc 
Stop-Fire, Inc. 


Wirt and Knox Mfg. Co. 


Foam 


W. D. Allen Mfg. Co. 
(American Fire Equipment Co. 
(American LaFrance Corp. 
American Rubber Mfg. Co. 
Badger Fire Extinguisher Co. 
Buffalo Fire Applian e Corp 
Cardox Corp. 

Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit ¢ orp. 
General Pacific Corp. 

Walter Kidde & Co., Ine. 
Pyrene—C-0-Two Corp. 
Randolph Laboratories, Inc. 
Red Comet, Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder and Son, Ine 
Stop-Fire, Inc. 


Wirt and Knox Mfg. Co. 


Hose Reel 


Buffalo Fire Appliance Corp. 
F yr-Fyte r Co. 
Walter Kidde & Co., Inc. 


Powhatan Brass & Iron Works, Inc. 


Pyrene—C-0-Two Corp. 
Randolph Laboratories, Inc. 
M. L. Snyder and Son, Inc. 
Western Fire Equipment Co. 
Wirt and Knox Mfg. Co 


Metal Fires 


Buffalo Fire Appliance Corp. 


Soda-Acid 
W. D. Allen Mfg. Co 


\merican Fire Equipment Co 
American LaFrance Corp. 
American Rubber Mfg. Co 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co 

General Detroit ¢ orp 

General Pacific Corp. 

Geo. W. Diener Mfg. Co 
Walter Kidde & Co., Inc 
Pyrene C-0-Two Corp. 
Randolph Laboratories, In¢ 
Red Comet, Inc 

M. L. Snyder and Son, In 
Stop-Fire, Ine. 


Wirt and Knox Mfg. Co. 


Vaporizing Liquid 
W. D. Allen Mfg. Co. 


American Fire Equipment Co. 
(American LaFrance Corp. 
American Rubber Mfg. Co 
Badger Fire Extinguisher Co. 
Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co 

General Detroit ( orp 

(ener il Pac ihie ¢ orp 

Justrite Mfg. Co. 

Walter Kidde & Co., In 
Phister Mfg Co 
Pyrene—C-O-Two Corp 
Randolph Laboratori« _& Inc 
Red Comet, In 

M. L. Snyder and Son, Ine. 
Stop Fire, Ine. 


Wirt and Knox Mfg. Co. 


Water 
W. D. Allen Mfg. Co 


American LaFrance Corp. 

American Rubber Mfg. Co 

\quadyne Corp 

Badger Fire Extinguisher Co. 

John Bean Div., Food Machinery and 
Chemical Corp 

Buffalo Fire Appliance Corp. 

( ardox ( orp 

(eo W. Diener Mfg. ( 0. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

General Detroit Corp 

General Pacific Corp. 

Walter Kidde & Co., Inc 

Protec toseal Co 

Pyrene—C-0-Two ( orp 

Randolph Laboratories, Ine 

D. B. Smith & Co., Inc. 

M. L. Snyder and Son, Ine. 

Stop Fire, Inc. 


Wirt and Knox Mfg. Co. 


Wheeled 
W. D. Allen Mfg. Co. 


American LaFrance Corp. 
Ansul Chemical Co 

Buffalo Fire Appliance Corp. 
Geo. W. Diener Mfg. Co. 
Elkhart Brass Mfg. Co 
Fyr-Fyter Co 

General Detroit Corp 
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Extinguishers . . FLUIDS, FIRE RESISTANT 


General Pacific Corp Hydraulic WOULD YOU BUY 
e idde & o., In W. S. Darley and Co 
Pyrene-C:0.Two Corp EF. Houghton and Co A RIG LIKE THIS ? 


Randolph Laboratories, Ine. Monsanto Chemical C« 


Safety First Products Corp 
M. L. Snyder and Son, Inc 








FIRE DETECTION SYSTEMS FOAM 


Automatic Chemical 








American District Telegraph Co W. D. Allen Mfg. ¢ 
Automatic Sprinkler Corp. of America 
Blaw-Knox Co. Buffalo Fire Appliance Cory 


Cardox Corp. Elkhart Brass Mfg. Co 
Central Station Signals, Inc Fer-Feter Co 


>. H. Couch Co., Inc General Detroit Corp 
Edwards Co., In 
Falcon Alarm Co., In 
Gamewell Co. 


(American LaFrance Corp 


General Pacific Corp 
Walter Kidde & Co... Ine 


National Foam System, In 
Globe Automatic Sprinkler Co Pyrene—C-O-Two Corp 


Grinnell Co., Ine. Rockwood Sprinkler Co 
Walter Kidde & Co., Inc. M1 


Notifier Mfg Co 


Pyrene—C-O-Two Corp ‘ 
oe ‘s t No up-to-date department would use 
Raisler Sprinkler Div 


echweed Seeiakies Ca Generators an obsolete wagon like this, yet many 
SAFA Alarm Div \merican LaFrance Corp are still using old-time fire helmets. 
Sperti Faraday, In — ( _ There’s as much difference between 
aie fire ump 0 as = ne -_ . . wfies 
Walter Kidde & Co. In new Bullard Fiberglas helmets and 
ileal Wii Mite others as there is between the above 
Pyrene—C-O0-Two Corp rig and the trucks you use today. Fiber- 
Central Station Signals ( Snvde d Son. In 
F oe , — os ae eae a | glas helmets surpass all standard drop 
"¢ Val, en . . . 
Notifier Mfg. Co and dielectric tests, yet are lighter — 
Pyrene—C-0-Two Corp Liquid more comfortable to wear. Test them 
eo ee eee yourself. Discover why more and more 
mie Cz ar Trance orp e e 
Clobe Automatic Sprinkler Co modern departments are switching to 
FIRST AID SUPPLIES Grinnell Co., Inc Bullard Fiberglas fire helmets. Your 


Walter Kidde & Co., Ine choice of permanent molded-in colors. 
National Foam System. Ini 
E. D. Bullard Co Pyrene—C-0-Two Corp 
Chesebrough-Pond’s, Inc. Rockwood Sprinkler Co 





Snyder and Son, In 


Sensing Units for Systems 


Burn Dressings 





Davis Emergency Equipment Co.. In M. L. Snyder and Son, In 
A. E. Halperin Co., Ine. 

Industrial Products Co 

Medical Supply Co Pumps 
Mine Safety Appliances Co. John 





Bean Div.. Food Macl 
and Chemical Corp 











Cardox Corp. 
W. S. Darley and Co 
Hale Fire Pump Co. E 1898 


E. D. Bullard Co National Foam System, In: E. D. BULLARD COMPAN Y 


Carbisulphoil Co Pyrene—C-0-Two Corp 








Burn Medicants 





Davis Eme rgency Equipme nt C.o.. 
A. E. Halperin Co., Inc. 
Industrial Products Co. 

Medical Supply Co 

Mine Safety Appliances Co 


275 Eighth Street, San Francisco, California 





| Bullard Universal Gas Mask 
HOSE | with SMOKE EATER cannister 

Chemical 

First Aid Kits W. D. Allen Mfg. Co. 

E. D. Bullard Co (American LaFrance Corp 


; rotection tmos- 
(American Rubber Mfg. Co " P tion in atmos 
Bi-Lateral Fire Hose Co. . pheres containing 


Approved respiratory 


Davis Emergency Equipment Co 
A. E. Halperin Co., In 


Industrial Products Co. nf a, 
Medical Supply Co Buffalo Fire Appliance Corp 2 Special filter gives 


Boston Woven Hose and Rubber Co i e 16% or more oxygen. 


Mine Salety Apolionces Co. Fabric Fire Hose Co ty protection against 

Pac-Kit Co. Fyr-Fyter Co. toxic fumes, dusts, 
General Detroit Corp. 
General Pacific Corp. 
Goodall Rubber Co. 

Splints B. F. Goodrich Co. 

Timmins Splint Co Goodyear Tire and Rubber Co 


mists, fogs and 


smokes 
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“Gives you... 


LOW COST-PORTABLE 


WELDING PROTECTION 


SAFETY WELDING SHIELD 


Here is lightweight portable weld- 
ing shield that is flexible for shap- 
ing around even the most out-of- 
way welding areas, and yet is rug- 
gedly constructed for long hard use. 


SPA-FLA PROTECTIVE PRODUCTS 


Welding Curtains, for all 
booth and production welding 
protection. 


PROTECTIVE COVERS 


Asbestos Heat Curtains, fabri- 
cated into fire blankets, 
ers, curtains, etc. 


coVv- 


SPA-FLA with RAY-TEX the 
new _ Industrial Protective 
Aluminum Coated Fabric. 


= rO MME e 


Box 165-N, Dubuque, lowa 


ON THE JOB-PORTABLE 
WELDING PROTECTION 


SPA-FLA SHIELD AS PART 
OF YOUR WELDING CART 


The last word in weld- 
ing and safety and port- 
ability is SPA-FLA as 
part of your on-the-job 
maintenance welding 
cart. SPA-FLA is easily 
carried from job to job, 
and should be the safety 
habit of every mainte- 
nance welder. 


SHIELD 





FREE SWING: 


Type V HOSE REELS 

Simple, compact circular con- 
struction. Hose can be coiled 
in a continuous roll. Even in- 
experienced personnel can 
operate this reel easily and 
quickly. 


HUMP HOSE RACKS 

The hump in center takes 
weight of the hose —eliminates 
sharp folds — lengthens hose 
life. 

Partially enclosed front end 
holds hose in position while it 
is being pulled off. 


. Prevents Knotting 


and Twisting during 
“Run-Out.” 





All Steel Construction Provides Long Life With Minimum Maintenance. 


WIRT & KNOX 


2308 WEST YORK STREET 


MFG. CO. 


PHILADELPHIA 32, PA. 
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Hose... 


Hewitt Robins, Inc. 
Mercer Rubber Co. 
Quaker Rubber Corp. 
Raybestos Manhattan, Ine. 
Republic Rubber Div 

M. L. Snyder 


and Son, In 


Cotton 


W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Bi-Lateral Fire Hose Co. 
Boston Woven Hose & Rubber Co. 
Buffalo Fire Appliance Corp. 
Fabric Fire Hose Co. 
Federal Fire Hose Mfg Co 
Fyr-Fyter Co. 

General Detroit Corp. 
General Pacific Corp. 
Goodall Rubber Co 

B. F. Goodri h Co. 

and Rubber Co 
Hewitt Robins, In 

Mercer Rubber Co 

Quaker Rubber Corp. 
Raybestos Manhattan, In 
Republic Rubber Div. 

M. L. Snyder and Son, Inc 
Wirt & Knox Mfg. Co. 


Goodyear Tire 


High Pressure 
W. D. Allen Mfg. Co 


American LaFrance Corp. 

American Rubber Mfz. Co 

Bi-Lateral Fire Hose Co. 

Boston Woven Hose and Rubber Co 

John Bean Div., Food Machinery 
and Chemical Corp. 

Buffalo Fire Appliance Corp. 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Detroit Corp 

General Pacific Corp. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Goodyear Tire and Rubber Co 

Hewitt Robins, Inc 

Mer er Rubber Co. 

Quaker Rubber Corp. 

Raybestos Manhattan, Inc. 

Republic Rubber Div. 

M. L. Snyder and Son, Inc. 

Wirt and Knox Mfg. Co. 


Suction 


W. D. Allen Mfg. Co. 

American LaFrance Corp. 

American Rubber Mfg. Co. 

John Bean Div., Food Machinery 
and Chemical Corp. 

Bi-Lateral Fire Hose Co 

Boston Woven Hose and Rubber Co. 

Buffalo Fire Appliance Corp. 

Fabric Fire Hose Co. 

Fyr-Fyter Co. 

General Detroit Corp. 

General Pacific Corp. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Goodyear Tire and Rubber Co. 
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Hose... 


Hewitt Robin Irae 
Mercer Rubber Co 
Quaker Rubber Corp 
Raybestos Manhattan, Ir 
Republic Rubber Dis 

M | Snvydet ind Sor In 
Wirt and Knox Mf 


en Mf 

in Lakrance Cor 
American Rubber Mf 
Bi-Lateral Fire Hose Co 
Boston Woven Hose a Rubb 
Buffalo Fire \ppl i Corr 
Fabric Fire Hose Co 
I yr-Fyter Co 

dall Rubber 

Bb. F. Goodrich Co 
Goodyear Tire and I 
Hewitt Robins, Inc 

Rubber Co 

Rubber Cory 
Manhattar I 
Rubber Div 


Uniined Linen 


Buffalo Fire Appliar 
Federal Fire Hose M{ 
Fyr-Fyter Co 
General Detroit 
General Pacific Corp 
Chas. Niedner’ 

M. I 








THIS BUYERS' GUIDE has 
year-round value as an indexed 
reference to fire-fighting equip 
ment and supplies. It can be 
removed from the magazine as 
a complete section. Keep it at 
your fingertips to help vou in 
your own purchases of fire 


protection equipment. 














HOSE ACCESSORIES 
Adapters 


Akron Brass Mfg. Co 

W. D. Allen Mfg. Co 
American LaFrance Corp 
American Rubber Mfg. Co 
B. and M. Siren Mfg. Co 
Buffalo Fire Appliance Corp 
W.S. Darley and Co. 
Samuel Eastman Co., Inc 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

Hewitt Robins, Inc. 











Scott Air-Paks 


Cut Repair and Maintenance Costs, 
Safely ! 


0 tig 


Old Method 4 Y P fee Below — No Waiting 
No Down Time with Scott 
nk for 24 oan on “eae » Air Pak protection. M - 
(dle | = enters and loes tf job 
een ; : mmediately, safely 


24 HOURS 


on every 
Tank Cleaning Job 


e Many times an old established 
practice is accepted as “The way it 
has always been done”. No attempt 
is made to change it. Blowing air 
into a chemical storage tank from 
12 to 24 hours before permitting a 
man to enter to clean or paint it, is 
a typical example! It’s a slow and 
costly method. How much simpler 
and lower in cost to equip a man 
with a Scott Air-Pak — open the tank 
On and let him go to work Immediately 
ors © — Safely and Quickly! 
Scott Air-Paks 


Help Management 


Does tank cleaning and painting 
play a part in your process? Let us 
tell you more about the Scott 
Air-Pak Way. 
Write for free booklet “Scott 
Air-Paks Save Money, Man Hours 
and Men for Industry!” 


VISION 
UNLIMITED 


New Scottoramic Face Mask 4 
now available for all Scott 
equipment, (standard on 

most models), and for 

replacement on your 
present breathing 
apparatus. 


and Labor 


Breathe Easier 


SAFETY EQUIPMENT DIVISION 


SCOTT AVIATION CORP. 


229 ERIE STREET LANCASTER, N. Y. 


Canada: Safety Supply Co., Toronto—Branches in principal cities 
Export: Southern Oxygen Co., 15 West 57th St., New York 19, N. Y. 
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Seedy ACME 


WMsion 


GAS MASKS 


For PROTECTION 
with MAXIMUM 


USABLE VISION 


You have to see what you're 
doing when you fight fire in 
plants, That's why ACME masks 


Hose Accessories... 


Howe Fire Apparatus Co. 
Powhatan Brass and Iron Works, In 
Quaker Rubber Corp. 

Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 
Western Fire Equipment Co. 

Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Couplings 

Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

(American Rubber Mfg. Co. 
Bar-Way Mfg. Co. 

Boston Woven Hose and Rubber Co 
Buffalo Fire Appliance Corp. 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

B. F. Goodrich Co. 

Hewitt Robins, Ine. 

Howe Fire Apparatus Co. 
Powhatan Brass and Iron Works, In 
Quaker Rubber Corp. 

M. L. Snyder and Son, Inc. 

Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Expanders 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

Buffalo Fire Appliance Corp. 
W.S. Darley and Co. 

Samuel Eastman Co., Inc 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Hewitt Robins, Ine. 

Powhatan Brass and Iron Works. Ine. 
M. L. Snyder and Son, Inc. 
Wooster Brass Div., Fyr-Fyter Co. 


Wrenches 


Akron Brass Mfg. Co 

W. D. Allen Mfg. Co 

American LaFrance Corp 
American Rubber Mfg. Co. 
Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co, 

Fyr-Fyter Co 

Hewitt Robins, Inc 

Howe Fire \pparatus Co 
Powhatan Brass and Iron Works, Inc 
M. L. Snyder and Son, Ini 
Western Fire Equipment Co 
Wirt and Knox Mfg. Co 
Wooster Brass Div., Fyr-Fyter Co 


HOSE APPLIANCES 


Clamps 


Akron Brass Mfg. Co 

W. D. Allen Mfg. Co 

American LaFrance Corp. 

Boston Woven Hose and Rubber Co. 
Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co. 

Fyr-Fyter Co 

Howe Fire \pparatus Co. 
Powhatan Brass and Iron Works, Inc 
M. L. Snyder and Son. Inc 

Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Expansion Rings (Brass) 

Akron Brass Mfg. Co 

W. D. Allen Mfg. Co 

American Rubber Mfg. Co. 

Boston Woven Hose and Rubber Co 
Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co 

B. F. Goodrich Co. 

Howe Fire Apparatus Co. 
Powhatan Brass & Iron Works, In 


Quaker Rubber Corp. 

M. L. Snyder and Son, Inc 
Western Fire Equipment Co. 
protection and comfort. TORT Ce Wirt and Knox Mfg. Co. . 
FOR VALUABLE REFERENCE DATA Wooster Brass Div., Fyr-Fyter Co. 


are designed to give you the 
nimost in vision along with full 


Tests prove that ACME Full- 
Vision gas masks lead the field 
Holders 
Spanners Akron Brass Mfg. Co 
Akron Brass Mfg. Co. W. D. Allen Mfg. Co. 
W. D. Allen Mfg. Co. 
American LaFrance Corp. Samuel Eastman Co., Inc. 
Buffalo Fire Appliance Corp. Elkhart Brass Mfg. Co 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. Howe Fire Apparatus Co. 
B. F. Goodrich Co. Powhatan Brass and Iron Works, Inc 
Howe Fire Apparatus Co. M. L. Snyder and Son, Ine. 
Powhatan Brass and Iron Works, Inc. Wooster Brass Div., Fyr-Fyter Co 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co. 


in providing clear, undistorted 
vision — up, down, and to either 
side. Along with this maximum American LaFrance Corp. 
usable vision, you get less fog- 
ging, minimum breathing re- Wc Watee. fin 
sistance, acceptable conversation 
transmission, and greater com- 
fort—all at down-to-earth prices. 


For vision test results, write for 
Bulletin No. 562. Ask also for Increasers 

Bulletin No. 501 on masks for Akron Brass Mfg. Co. 
fire-fighting. Valves W. D. Allen Mfg. Co. 


ACME PROTECTION 
EQUIPMENT CO. 
1207 Kalamazoo Street 
South Haven, Michigan 
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Akron Brass Mfg. Co. 

suffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Grinnell Co., Inc. 

Powhatan Brass and Iron Works, Inc. 
Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


American LaFrance Corp 

W. S. Darley and Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Howe Fire Apparatus Co. 

Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Inc. 

Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 
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WHICH TOOL SPARKED 
A MILLION-DOLLAR FIRE ? 


There isn’t a sparking culprit in a carload in thinner sections of less weight than tools 
of tools like these, for they are made of made of softer alloys. 

beryllium copper. “BERYLCO” Safety Over 400 different tools are made of 
Tools resist sparking—the copper absorbs ‘“BERYLCO” brand beryllium copper ‘ 
the heat produced by impact or friction, super strong, lighter in weight, non- 
and you need heat to make sparks which corrosive, non-magnetic, and non-sparking! 
start fires. Copper doesn’t rust or Most of them are regularly stocked 
corrode either; so these tools are for immediate delivery through a 
usable indoors or out, in any loca- world-wide distributor organization. 


tion or climate. Your request for a safety tool 


Why the beryllium? Small amounts of catalog, price list, or the name of your 
beryllium added to copper make these tools nearest safety tool distributor will be 
tremendously hard. Their hardness and answered immediately. 

tensile strength characteristics often exceed 

those of steel. For example, the pliers shown SAFETY TOOL DIVISION 

above have a tensile strength of 185,000 

psi. Because beryllium copper tools are so THE BERYLLIUM CORPORATION 


fantastically strong they can be designed DEPT. 6F © READING I7, PENNA., U.S.A. 


THE WORLD'S LARGEST MANUFACTURER OF BERYLLIUM COPPER SAFETY TOOLS 
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Safe-T-meter 


2% GAL. WATER EXTINGUISHER 
(stainless steel or brass 


The companion pressurized ex- 
tinguisher for Class A hazards. 


Any one KNOWS this unit 
will operate, just by looking at 
the gauge! 


For service, all you need is 
water from the tap and air from 
the gas station compressor. 


Tt 





PRODUCTS CORP. 
Elmsford, New York 
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Hose Appliances... 


Reducers 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

(American LaFrance Corp. 

W. S. Darley and Co. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Howe Fire Apparatus Co. 
Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Ine. 
Western Fire Equipment Co. 
Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Siamese Fittings 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 
Buffalo Fire Appliance Corp. 
Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Ine. 
Western Fire Equipment Co. 
Wirt and Knox Mfg. Co. 

Wooster Brass Div... Fyr-Fvter Co. 


HOSE CABINETS 
Drying 


Circul-Air Co. 
Neep Equipment Co. 


Storage 

S. G. Adams Co. 

W. D. Allen Mfg. Co. 
Automatic Sprinkler Corp. of America 
Cireul-Air Corp. 

Elkhart Brass Mfg. Co. 
General Detroit Corp. 

General Pacific Corp. 

Globe Automatic Sprinkler Co. 
M. L. Snyder & Son, Inc. 

Wirt and Knox Mfg. Co. 


HOSE CARTS, RACKS, REELS 
Carts 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 
American Rubber Mfg. Co. 
Elkhart Brass Mfg. Co. 
Powhatan Brass & Iron Works 
M. L. Snyder and Son, Inc. 


Wirt and Knox Mfg. Co. 


Racks 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 
\merican Rubber Mfg. Co. 
Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

General Detroit Corp. 


General Pacific Corp. 
Powhatan Brass and Iron Works, Inc. 
M. L. Snyder and Son, Ine. 


Wirt and Knox Mfg. Co. 


Reels 


S. G. Adams Co. 

W. D. Allen Mfg. Co. 
American Fire Apparatus Co 
(American Rubber Mfg. Co. 
Ardmore Products 

Buffalo Fire Appliance Corp 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 

Clifford B. Hannay and Son, In 
Powhatan Brass & lron Works 
Sanford Fire Equipment Corp 
M. L. Snyder and Son, Inc. 
Wirt and Knox Mfg. Co. 


IDENTIFICATION 
Badges, Insignia 


S. G. Adams Co 

American Emblem Co., Inc. 
Award Incentives, Inc. 

V. H. Blackinton & Co., Inc 

(. G. Braxmar Co., Inc. 

Cairns and Brother, Inc. 

Dieges and Clust 
Johnson-National Insignia Co., Inc. 
3 F. Novak Co 

Schwerdtle Stamp Co. 

Williams Jewelry & Mfg. Co 
Wooster Brass Div., Fyr-Fyter Co 
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LADDERS 


Metal 


Aluminum Ladder Co. 

John Bean Div., Food Machinery and 
Chemical Corp 

Duo-Safety Ladder Corp. 

Howe Fire Apparatus Co. 

Maxim Motors Co. 

Newark Ladder and Bracket Co., Inc. 

Peter Pirsch & Sons Co. 


Seagrave ( orp. 


Rope 

Atlas Safety Equipment Co., Inc. 
Newark Ladder and Bracket Co., Inc. 
M. L. Snyder & Son, Inc. 


Woed 


American LaFrance Corp. 

Duo-Safety Ladder Corp. 

Goshen Mfg. Co., Inc. 

Howe Fire Apparatus Co. 

Maxim Motor Co. 

Newark Ladder and Bracket Co., Inc. 
Peter Pirsch & Sons Co. 


Seagrave Corp. 
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LIGHTS 
Emergency Lighting Units 
American Optical Co. 
Carpenter Mfg. Co. 
Exide Industrial Div., Electric Storage 
Battery Co 
Maxim Motor Co 
Pyle-National Co 
M. L. Snyder and Son 


U-C Lite Mfg. Co 


Flares 


Davis Emergency Equipment Co., Ine. 
Julian A. McDermott Corp. 
U-C Lite Mfg. Co 


Flood 


Arguslite Co. 

Benjamin Electric Mfg 

Carpenter Mfg. Co. 

Exide Industrial Div., Electric Storage 
Battery Co. 

Julian A. McDermott Corp. 

Mine Safety Appliances Co. 

Pyle-National Co 


Hand 


Arguslite Co 

( arpenter Mfg. Co. 

W.S. Darley and Co 

Davis Emergency Equipment Co., In 

Exide Industrial Div., Electric Storag 
Battery Co. 

Justrite Mfg. Co. 

Julian A. MeDe rmott ( orp. 

Mine Safety Appliances Co. 

Perkins Battery Co. 

U-C Lite Mfg. Co. 


Searchlights 


Carpenter Mfg. Co. 
Julian A. McDermott ¢ orp. 


Warning 

\rguslite Co 

Carpenter Mfg. Co. 

Davis Emergency Equipment Co., Ine. 


Exide Industrial Div.. Electric Storage 


Battery ¢ oO. 
Federal Sign and Signal Corp. 
Justrite Mfg. Co. 
Julian A. McDermott Corp. 
Mars Signal Light Co. 
Pyle-National Co. 
U-C Lite Mfg. Co. 


LOUD SPEAKERS (RADIO) 
Two-Way Radio 


Bendix Radio Div. 
Motorola. Ine. 


Walkie-Talkie 


Bendix Radio Div. 


Motorola. Inc. 


MOTOR APPARATUS 
CO, Trucks 


American LaFrance Corp. 


Ansul Chemical Co 

Cardox orp. 

General Detroit ( orp 

General Pacific Corp 

Howe Fire Apparatus Co. 
Maxim Motor Co. 

Peter Pirsch & Sons Co. 
Pyrene ( Q-Two Corp. 

Seco Engineering & Mfg., Inc 
Universal Fire Apparatus Corp 


Dry Chemical Trucks 


\nsul Chemical Co 


Foam Trucks 


(merican LaFrance 

Cardox Corp 

General Detroit ¢ orp 
General Pacific Corp. 

Howe Fire Apparatus 
Maxim Motor Co 

National Foam System, In¢ 
Peter Pirsch & Sons Co 
Progress Mfg Co 

Pyrene— C-0-Two Corp 
Seco Engineering & Mfg., hl 
W. J. Thiele and Sons Co 
Universal Fire Apparatus Corp 


Pumpers 


Ahrens Fox, In 
\merican Fire Apparatus Co 
American LaFrance Corp 


John Bean Div., Food Machinery and 


Chemical Corp 
Blitz Buggy Co 
Boardman Co 
W. S. Darley and Co 
General Detroit Corp. 
General Pacific Corp 
Howe Fire \pparatus Lo 
Mac k Motor Truck ¢ orp., 

Fire Apparatus Diy 
Maxim Motor Co 
Neep Equipment Co 
Oren Roanoke Corp. 
Peter Pirsch & Sons Co. 
Progress Mfg. ©o., Ine. 
Sanford Fire Equipment Corp 
Seagrave Corp 
Seco Engineering & Mfg.. In 
Sharpsville Steel Fabricators, In 
W. J. Thiele and Sons Co 
Universal Fire Apparatus Co 


Tank Trucks 


\hrens-Fox, Ine 

American LaFrance Corp. 

Boardman Co 

W.S. Darley and Co 

Howe Fire Apparatus Co. 

Mack Motor Truck Corp.. 
Fire Apparatus Diy 

Maxim Motor Co. 

Neep Equipment Co 

Oren Roanoke ¢ orp 

Peter Pirsch & Sons Co 

Progress Mfg. Co., Inc 

Sanford Fire Equipment Corp 

Seagrave Corp. 

Seco Engineering & Mfg... Inc 

Sharpsville Steel Fabricators, In« 


Universal Fire Apparatus Co 





Safe-T-meter 


We have the old type, too, where 
the cylinder has to be weighed — 
but a glance at the gauge tells 
the story with Safe -T- meter. 


Service yourself or consult 
your telephone directory — over 
1500 service points in the 
U.S. alone. 


ft 


PRODUCTS.CORP. 
Elmsford, New York 


Circle No. 68 on reader service card 
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Circle No. 99 on reader service card 


PAIN... 
SHOCK... 


SPRAY IT! 


. . the best and safest method 
for the ‘first aider'’ because 
he doesn't touch the patient! 


QUICK, THOROUGH, PAINLESS, ASEPTIC... 


Doctors agree that certain basic conditions are 
present in all burn cases. The ‘‘first aider’’ is qual- 
ified only to deal with the first three: Relieve 
Pain, Prevent Infection, Treat Shock. Spraying 
burns does this best. And the MSco assortment of 
Burn Spray Kits is the largest ever offered. Amer- 
icaine or Kip Antiseptic Oil in either compact 
Unit-Type Packets with Pressure Cartr idge Spray 
or Complete Burn Spray Kits; Aerosol Dispens- 
ers of Foille, Americaine, and Kip; Foille and 
Hydrosulphosol Burn Spray Kits; Fire or 
ment Kits. MSco also supplies all standard burn 
ointments in unit form for first aid kits. See your 
MSco distributor or write for details. 





Medical Supply Company 
Rockford, lll. * In Canada, it's Safety Supply Co. 





Motor Apparatus... 


Trailerized Equipment 


American LaFrance Corp. 
Ansul Chemical Co. 

( ardox Corp. 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Kalamazoo Mfg. Co. 

Maxim Motor Co. 

Porto Pump, Inc. 

Preakness, Inc. 
Pyrene—C-O-Two Corp. 
Sanford Fire Equipment Corp. 
Universal Fire Apparatus Corp. 


Wirt and Knox Mfg. Co. 


NOZZLES 
Cellar Pipe 


Akron Brass Mfg. Co. 

Buffalo Fire Appliance Corp. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Powhatan Brass and Iron Works, Inc. 
Rockwood Sprinkler Co. 

Western Fire Equipment Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Deluge Sets 
Akron Brass Mfg. Co. 


\merican LaFrance Corp. 





Look to HOWE First for 
The LATEST and BEST 


In Fire Fighting Apparatus 


HOWE, since 1872, 


has developed and 


manufactured the best and most efficient fire 


equipment available: 


© General Purpose Fire Pumpers 
© Paint and Petroleum Fire Fighters 


@ Crash Trucks 
© Ladder Trucks 


© Tankers 
@ Service Trucks 


Write for catalog or literature on fire equipment and supplies. 


FIRE APPARATUS COMPANY 
OWE See 
Anderson, Indiana, U.S. A. 


, 1499 W. 22nd St 


Circle No. 63 on reader service card for more information 





Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Buffalo Fire Appliance Corp. 

Samuel Eastman Co., Inc. 

Elkhart Brass Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 
Powhatan Brass and Iron Works, Inc. 
Reliable Automatic Sprinkler Co., Inc. 
Rockwood Sprinkler Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Foam 


Akron Brass Mfg. Co. 

American LaFrance Corp. 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery and 
Chemical Corp. 

Blaw-Knox Co. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 

Elkhart Brass Mfg. ¢ 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 

National Foam System, Inc. 

Powhatan Brass and Iron Works, Inc. 

Pyrene—C-O-Two Corp. 

Roc kwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 


Fog 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American Rubber Mfg. Co. 

Automatic Sprinkler Corp. of America 

John Bean Div., Food Machinery and 
Chemical Corp. 

Blaw-Knox Co. 

Buffalo Fire Appliance Corp. 

Cardox Corp. 

Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 

Fyr-Fyter Co. 

Globe Automatic Sprinkler Co. 

Powhatan Brass and Iron Works, Inc. 

Reliable Automatic Sprinkler Co., Inc. 

Rockwood Sprinkler Co. 

M. L. Snyder and Son, Ine. 

Western Fire Equipment Co. 

Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co. 


Heavy Stream 


gy Brass Mfg. Co. 

° D. Alle nh Mfg. Co. 
lectin LaFrance Corp. 
American Rubber Mfg. Co. 
Buffalo Fire Appliance Corp. 
Samuel Eastman Co., Inc. 
Elkhart Brass Mfg. Co. 
Fyr-Fyter Co. 
Powhatan Brass and Iron Works, Inc. 
Rockwood Sprinkler Co. 
M. L. Snyder and Son, Inc. 
Wirt and Knox Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co. 


Pipes, Play 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 
American LaFrance Corp. 
American Rubber Mfg. Co. 
Buffalo Fire Appliance Corp. 
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Nozzles... 


Samuel Eastman Co., Inc 
Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Powhatan Brass and Iron Works, In 
Pyrene ( -O-Two ( orp. 
Rockwood Sprinkler Co. 

M. L. Snyder and Son, Inc. 
Western Fire Equipment Co 
Wirt and Knox Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co 


Shut Off 


Akron Brass Mfg. Co. 

W. D. Allen Mfg. Co. 

American LaFrance Corp. 
American Rubber Mfg. Co. 
Suffalo Fire Appliance Corp 
Samuel Eastman Co., Inc. 
Elkhart Brass Mfg. Co. 

Federal Fire Hose Mfg. Co. 
Fyr-Fyter Co. 

Powhatan Brass & Iron Works, Inc. 
Rockwood Sprinkler Co. 

M. L. Snyder and Son, Ine 
Western Fire Equipment Co. 
Wirt and Knox Mfg. Co. 
Wooster Brass Div., Fyr-Fyter Co 


Spray (Water) 
Akron Brass Mfg. ¢ 


American LaFrance Corp. 

Boston Woven Hose and Rubber Co 
Buffalo Fire Appliance Corp. 
Cardox Corp. 

Samuel Eastman Co., Ine. 

Elkhart Brass Mfg. ¢ 

Fyr-Fyter Co. , 

Globe Automatic Sprinkler Co 
Grinnell Co., Inc. 

Powhatan Brass & Iron Works, Ini 
Pyrene—C-0-Two Corp. 
Rockwood Sprinkler Co. 

Raisler Sprinkler Div. 

D. B. Smith and Co., Inc. 

Viking Corp. 

Western Fire Equipment Co. 
Wirt and Knox Mfg. Co. 

Wooster Brass Div., Fyr-Fyter Co 


Spray (Other) 
Akron Brass Mfg. ( 


Grinnell Co., Inc. 

Powhatan Brass and Iron Works, Ir 
Raisler Sprinkler Div. 

D. B. Smith and Co., Ine. 

Wooster Brass Div., Fyr-Fyter Co. 


OXYGEN REVIVING 
APPARATUS 


Inhalators 


Bomgardner Mfg. 

E. D. Bullard Co. 

Cycle-Flo Co. 

W. S. Darley and Co. 

Davis Emergency Equipment Co., Inc. 
E & J Mfg. Co. 

J. H. Emerson Co. 
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the approved SAFE way 

to handle flammable liquids 
C® 
se & A complete new line with a good old name 

, Listed by Underwriters Laboratories 

Approved by Factory Mutual 
Available in 5 sizes from] qt. to 5 gal. 
No waste, no splash, no spill 
Strong I-piece construction — no seams 
Self-adjusting guard cap prevents leakage 
Safe for handling all flammable liquids 


ik at. 2 et, IF -gak 
Safety Cans come 
with trigger - grip 
handle, as illustrated 
at top right. 2/2 and See us at Booth +1107 


PH capt ws —— Plant Maintenance & Engineering Show 


(above ) Philadelphia — January 23-26 


ae MANUFACTURING COMPANY 
Wellsburg, W.Va. 


Serving Industry Since 1894 


Water AlwaysReady 


At the Nozzle! 


Mi ALWAYS READY 
Water under pressure always 
ready at the nozzle; no other 
valves to turn on. One-man con- 
trol. 
Wi IMMEDIATE ACTION 
Turn on full stream of water as 
soon as required as you advance 
You can be ready instantly to fight fire in —— pres oo — laying hose 
; ; w 
your plant when you install Hannay Fire m NO pn te ron do -~ 
Hose Reels. Water is always ready where 


; Unreel only the length of hose re- 
you need it—at the nozzle. Rugged and de- quired to reach fire. Simple, direct 


pendable, they will serve you as they have action. Power or crank rewinding. 

served fire fighters for over twenty years. [J INSTALL ANYWHERE i 

Wide selection of sizes and types. Locate on walls, floor, ceiling, pil- 
lars or fire fighting equipment 


a 


16-page illustrated catalog 
with specification 
on complete line. 














Send catalog and details on Hannay Fire Hose Reels. 


NAME 





ADDRESS 





HOSE REELS 


CLIFFORD 8. HANNAY & SON. I~ 


COMPANY 





Estero, new YOR 


856 Baker St. 
©1955 C.8.H.8S. Ine. CLIFFORD B. HANNAY & SON, INC. Westerlo, N.Y. 





Circle No. 72 on reader service card for more information 
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Creators of the 
SPIN-O-GRAM 


. 
TERRIFIC 


award 
gram 


samples on re 
quest, 


SELL SAFETY 
THRU INCENTIVES 


Encourage teamwork with individual 
and departmental awards, As every- 
one in department or plant reach 
million (or / or '/4) accident-free 
man hours, present fine quality 
awards, personalized with your own 
company emblem. Make every one 


“HIS BROTHER'S KEEPER". 


Desk block for A.C.F 
Supervisors. Write us 
for surprise meaning 


Plant Fire Dept 
Badges Available 


FREE 
DESIGN 
SERVICE 


DeRaat eee POCKET SAVERS 
FOR SAFETY 
SUGGESTI 


SD ee te te te ee te 





SEND FOR FREE 
ILLUSTRATED CASE HISTORIES 


Award Incentives, Inc. 
200 William St., N. Y. 38, N. Y. 


Circle No. 73 on reader service card 
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Oxygen Apparatus... 


Globe Industries, Inc. 

Mine Safety Appliances Co. 
Scott Aviation Corp. 
Stephenson Corp 


Respirators 


American Optical Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 

J. H. Emerson Co. 

Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp. 
Scott Aviation Corp. 


Resuscitators 


Bomgardner Mfg. Co. 

E. D. Bullard Co. 

( vele Flo Co 

W. S. Darley and Co. 
Davis Emergency Equipment Co., 
Geo. W. Diener Mfg. Co. 

E and J Mfe. Co. 

J. H. Emerson Co. 

Globe Industries, Inc. 

Mine Safety Appliances Co. 
Stephe nson ¢ orp. 


PUMPS 


Fire Apparatus 


\merican Fire Apparatus Co. 

American Fire Equipment Co. 

(merican LaFrance Corp. 

\merican-Marsh Pumps, Inc. 

John Bean Div., Food Machinery and 
Chemical Corp. 

W. S. Darley and Co. 

Fairbanks Morse and Co. 

General Electric (turbines) 

General Detroit Corp. 

General Pacific Corp. 

Hale Fire Pump Co. 

Howe Fire Apparatus Co. 

National Alarm Corp. 

Peerless Pump Div., Food Machinery 
and Chemical Corp. 

Seagrave Corp. 


Wate rous Co 


Hand 


Buffalo Fire Appliance Corp. 
D. B. Smith and Co., Inc. 
Tokheim Corp. 

Western Fire Equipment Co. 


High Pressure 


American-Marsh Pumps, Inc. 

John Bean Div., Food Machinery and 
Chemical Corp. 

W.S. Darley and Co. 

Fairbanks Morse and Co. 

Hale Fire Pump Co. 

Porto Pump, Ine. 

Seagrave Corp. 

Waterous Co. 

Worthington ( orp. 


Portable 


\merican-Marsh Pumps, Ine. 


W.S. Darley and Co. 
Fairbanks Morse and Co. 
Hale Fire Pump Co. 

Porto Pump, Ine. 

D. B. Smith and Co., Ine. 
Tokheim Corp 

Western Fire Equipment Co. 


RESPIRATORY PROTECTIVE 
EQUIPMENT 


Air Breathing 


Acme Protection Equipment Co 
Bomgardner Mfg. Co 

EK. D. Bullard Co 

Cycle-Flo Co 

Davis Emergency Equipment Co., In 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp 


Scott Aviation Corp. 


Masks 


Acme Protectior Equipment Co 
E. D. Bullard Co 

Davis Emergency Equipment Co. 
Fy1 Fyter Co 

Mine Satety Appliances Co 
Pulmosan Safety Equipment Cory 
Safety Clothing & Equipment Co 


Ss 


cott Aviation ¢ orp 


Oxygen Breathing 

\cme Protection Equipment Co 
Bomgardner Mfg. Co. 

Cycle-Flo Co 

Mine Safety Appliances Co 


ste phe nson ¢ orp 


Accessories 


Acme Protection Equipment Co 
Mine Safety Appliances Co. 


SAFETY CANS, CONTAINERS 
(NON-FLAMMABLE) 


Cans 


S. G. Adams Co. 
E. D. Bullard Co 
Buffalo Fire Appliance Corp 
Geo. W. Diener Mfg. Co. 
igle Mfg Co 


ke 
General Detroit Corp. 
( 


yeneral Pacifie ¢ orp 
Justrite Mfe. Co 

| H Lawson Co 
Protectoseal Co 

M. L. Snyder and Son. Inc 


Wirt and Knox Mfg. Co. 


Containers 


General Detroit Corp 
General Pacific Corp 
Justrite Mfg. Co 
Protectose al Co 


Standard Industrial Products Co 


Oily Waste Cans 
Justrite Mfg. Co. 
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>... industry’s most 


complete line 


of chlorinated solvents 


CHLOROTHENE has no flash or fire point as tested by the Cleveland Open Cup Method 


Hold flash and fire dangers 
to new lows with safer, stable 


CHLOROTHENE 


Many petroleum solvents commonly used 
for cold cleaning have low fire and flash 
points, and present a hazard in plants. 


Both all-around-the-shop and highly specialized cold solvent 
needs can be met more safely! How? By using versatile CHLORO- 
THENE*. the efficient, 
solvent vou ll find in a month of Sundays. Why? Take another 


most fastest-working cold degreasing 
look at the pictures on this page; CHLOROTHENE has no flash 


or fire pot. 


Inhibited 1, 1, 1-Trichlo- 


roethane. Who can use it? Any shop that cleans by spray, dip, 


What is it? CHLOROTHENE is Dow 


wipe or bucket methods. Because CHLOROTHENE has low cor- 
rosive effects. it can be used with any common metal. 


When can your Purchasing Department get this proved safety 
solvent? Right Where? Why. 
distributor. He’s no doubt already supplying you with such 


: . 
now! from your regular Dow 


other stabilized, 
ETHYLENE, 


special-use solvents as 
PERCHLOROETHYLENE and METHYLENE CHLORIDE. 


For more detailed information on any or all of these superior 


DOW rRICHLORO- 


solvents. please return coupon to THE DOW CHEMICAL COMPANY. 
Midland. Michigan. 
CAL COMPANY, Dept. S-947G, Midland, Michigan 


nformation on your solvent 


21 Dow distributor for these solvents? 
MY NAME TITLE 


COMPANY ADDRESS 


you can depend on DOW SOLVENTS 


Circle No. 74 on reader service card for more information 
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WHEELER 


“For Every Safety Need 


Wheeler makes a complete line of safety 
clothing to meet almost any conceivable 
requirement. Our catalog lists 675 
standard items. We also can handle the 
design and production of custom items 
to meet specific needs. Contact us 
today for all your safety needs! 





WIRE MESH ARM PROTECTOR 
New ventilated arm guard for cooler 
wear. Made of steel or monel wire 
screen with plastic binding, it is ideal 
for such work as handling glass, steel 
or wood sheets, and other 

large stock. Easy to put on 

and take off. Long last- 

ing. Can be steril- 

ized in boiling 

water. 





HEAVY DUTY BUTCHER'S APRON 
Grain leather apron. Detachable 
snap-on patch in center is easily and 
quickly replaced. Fine grain leather 
belt with adjustable 

buckle. Ideal for 

meat boners wt 

and trimmers, @— 

or any job where | 

abdominal in- 

jury is possible. 


ACCESSIBLE, FAST-ACTION 
FIRE BLANKET CASE 

Metal case, strong hinge door. Fast, 
easy opening. Slanted bottom... 
blanket rolls out [ 

quickly. Inspec- 

tion window... 

wall brackets .. . 

fold down handle 

. . attractive 

green finish. With 

or without blanket. 





SEND FOR YOUR FREE COPY 
OF THE 20 PAGE 
WHEELER CATALOG 


Full information and 
Pictures on each 
and every Wheeler 
item. Every safety 
engineer will 

need this book ! 








WHEELER PROTECTIVE APPAREL, INC. 
226 West Huron Street 
Chicago 10, Illinois 


“= WHEELER 


“More Safety Per Dollar’ 











Circle No. 75 on reader service card 


Safety Cans... 


Protectoseal Co. 
M. L. Snyder and Son, Inc. 
Witt Cornice Co. 


Smoking Receptacles 


Standard Industrial Products Co. 


Tanks 


S. G. Adams Co. 
American Safety Tank Co. 
Protectoseal Co. 


Wirt and Knox Mfg. Co. 


Waste Disposal Units 


S. G. Adams Co. 

Bennett Mfg. Co. 

E. D. Bullard Co. 

Geo. W. Diener Mfg. Co. 
Justrite Mfg. Co. 

F. H. Lawson Co. 
Protectoseal Co. 

Witt Cornice Co. 


SHIELDS, COVERS 


Canvas Shields 


C. R. Daniels, Inc. 

Frommelt Industries 

Fulton Bag and Cotton Mills 
Wm. E. Hooper and Sons Co. 





for the emergency you may encounter 


complete with reserve cylinder 


PORTABLE 
OXYGEN UNIT 


Now heart attack patients can be aided on the 
spot with oxygen from this compact, new in- 
halator. Just 17 inches high and weighing only 
17 pounds, the portable Pocketaire simplifies all 
oxygen relief and rescue work . . . permits aid 
to be given on stretchers or in_ inaccessi- 
ble areas. 

Rate of flow is regulator-controlled ... keeps 
within medically safe limits automatically. Two 
standard medical cylinders provide enough oxy- 
gen for up to one hour at high flow rate; up 
to two hours at moderate rate. 

Write for free literature or demonstration. 


THE GYCLE-FLO company 


981 BRIDGEPORT AVE. © MILFORD, CONN. 


: Canada: | Export: 
Wilson & Cousins Co. | Ward LaFrance International 
Toronto, Ontario | Elmira, N. Y. 


Circle No. 69 on reader service card 





Circle No. 77 on reader service card 
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New all-purpose stretcher easily 
used where space is limited 


Here's another use for the versatile new Hag. 
gard’s all-purpose stretcher kit. No matter 
what type of stretcher you now have, you 
have need for the new Haggard. It does all 
the things any stretcher can do, plus many 
more. It is a complete unit ready for instant 
use anywhere. It is so compact that it fits 
into a car trunk. Lightweight, only 28% 
pounds complete with case, blanket, first aid 
supplies, and accessories. It’s such a totally 
new concept in utility, versatility and prac- 
ticality that you should investigate it at once. 
See how easy it is to store, transport, and put 
to use. See all the advanced, needed features 
that make it a combination litter, fracture 
board, traction splint, and resuscitator. Com- 
pact, convenient, complete. Ask your MSco 
distributor for a demonstration or write Med- 
ical Supply Company, Rockford, Illinois. In 
Canada, Safety Supply Company, Toronto 2. 





Industrial and Municipal 
Brass Fire Fighting 
Equipment 


POWHATAN 


Manufacturers of a 

complete line, includ- 

ing: 

1. Fire Hose Nozzles 

2. Hose Couplings and 
Appliances 
Siamese and Connec- 

tions. 


Same Location Since 1892 


Our complete Catalogue A will 
be sent upon request 








POWHATAN 


BRASS and IRON WORKS 
Ranson, W. Virginia 





Circle No. 76 on reader service card 
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Shields, Covers... 


Industrial Gloves Co 

Industrial Products Co. 

Industrial Safety Specialties Co. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 


sey Cig & Ege no pumping... 
— positive control! 


American LaFrance Corp. 

C. R. Daniels, Ine. 

Frommelt Industries 

Industrial Gloves Co. 

Industrial Products Co. 

National Foam System, Inc. 
Pulmosan Safety Equipment Corp. 
Safety Clothing & Equipment Co. 
Western Fire Equipment Co 
Wheeler Protective \pparel, Ine. 


pressurized 
ance V.L. EXTINGUISHER 


Frommelt Industries 

Fulton Bag and Cotton Mills 
Wm. E. Hooper and Sons Co. 
Industrial Products Co. 

Industrial Safety Specialties Co. 
Safety Clothing & Equipment Co Recuvee'thiby're pideaiiielniabess Riebs fires 


faster and more accurately! With no pumping, 
Welding Curtains simple one-hand operation puts all the flame- 

killing liquid where you want it. Simply raise 
American Optical Co. the carrying handle and depress the valve. A 
E. D. Bullard Co. powerful, easy-to-control, 30 foot stream ex- 
= R. a - s : pells in 17 to 25 seconds if valve is held down 
‘rommelt indus es 


Fulton: Bae and Cotton Mill constantly, intermittent operation is also easy 
Fulton kav ant otto < : : 

Industrial Gloves Co. if desired. 

Industrial Products Co. One and two quart Buffalo “VL” Extinguish 
Pulmosan Safety Equipment Corp ers are of dependable all-brass, precision con- 


Safety Clothing & Equipment Co 
Standard Safety Equipment Co. 


Wheeler Protective Apparel, Inc 


struction. Entire valve assembly and pick-up 
tube unscrew as a unit from the shell for in- 
spection, cleaning and recharging. Teflon Gas- 
kets assure a positive, leak-proof seal to hold 
pressure. Stream is expelled by pressurized 

nitrogen or air. Available with either Carbon 
SMOKE DETECTORS Tetrachloride or Bromochloromethane. Buffalo 
iain V.L. Extinguishers are Underwriters’ Labora- 


tories and Factory Mutual approved. 
Cardox ( orp. 


Central Station Signals, Ine BUFFALO FIRE APPLIANCE 


Walter Kidde & Co., Ine. “CORPORATION 
Pvyrene—C-0-Two Corp. DAY rr a te HIO 
Randolph Laboratories, Ine 


SPRINKLERS, SYSTEMS 


Niissdaeai ORDER BUFFALO 
FIRE PROTECTION FROM YOUR 
INDUSTRIAL DISTRIBUTOR TODAY! 


he's listed in the yellow pages 


Ansul Chemical Co. 
Blaw-Knox Co. 

Central Station Signals, In 
Globe Automatic Sprinkler Co. 
Grinnell Co., Inc. 


Notifier Mfg. Co. 


Raisler Sprinkler Div. / . 
Reliable Automatic Sprinkler Co., Inc / the right extinguisher for every 
fire hazard . . . plus a complete 


=< ey 2 line of brass goods and hose 
Built-in CO, Systems bette, _b lu l l U 


American LaFrance Corp. 
Cardox Corp. 





Circle No. 78 on reader service card for more information 
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POSITIVE PROOF 
of 
PRACTICAL SAFETY 


“li 


Justrite Approved Safety Cans 
on the job throughout your plant are evi- 
dence of safe practice...and of economy 
and efficiency. 

Easier handling and pouring of flamma- 
bles, conservation of costly solvents, 
lower insurance charges, less replace- 
ments of containers; all are your divid- 
ends wherever Justrite Cans are used. 

Type 2 Safety Cans (Above) minimize risks in 
pouring, permit faster filling of portable power 
units, etc, Labeled Underwriters’ Laboratories 
and Factory Mutuals, 


Type 1 Safety Cans available in7 sizes {one pint 
to 5 gallons) store safely, pour easily, FM ar 
proved, UL labeled. Type 1 Cans are also ava 
able hot tin dipped or in stainless steel 


Justrite Plunger Cans for safe dispensing 


flammables for cleaning,.spong ng, etc sre 


available in 3 sizes. FM approved 


FOR OILY WASTE AND RAGS 
Justrite Oily Waste Cans are built to stand 
punishment, UL labeled. FM approved 5 
sizes, 6 gal. to 40 gal. capacity 


YOUR REGULAR SUPPLY DISTRIBUTOR 
CAN SUPPLY YOUR REQUIREMENTS 


500 \  JUSTRITE 


JusTRITEy) Manufacturing Co. 
Chicago 14, Illinois 





Circle No. 79 on reader service card 





Sprinklers . . . 


Globe Automatic Sprinkler Co 
Grinnell Co., Inc. 

Walter Kidde & Co., Inc. 
Pyrene—C-0-Two Corp 
Randolph Laboratories, In« 


Dry Chemical Systems 
Ansul Chemical Co. 


Heads 


Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Globe Automatic Sprinkler Co 
Grinnell Co., Inc. 

Raisler Sprinkler Div 

Reliable Automatic Sprinkler Co., Inc 
Rockwood Sprinkler Co 

Viking Corp. 


Pipe 

Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Globe Automatic Sprinkler Co 
Viking Corp 


Systems 


Automatic Sprinkler Corp. of America 
Blaw-Knox Co. 

Globe Automatic Sprinkler Co 
Grinnell Co., Inc. 

Raisler Sprinkler Div. 

Reliable Automatic Sprinkler Co., Ini 
Rockwood Sprinkler Co. 

M. L. Snyder & Son, Inc. 


Viking Corp. (deluge and water spray) 


Valves 


Globe Automatic Sprinkler Co 
M & H Valve & Fittings Co 
Mueller Co. 

Powhatan Brass and Iron Works 
Raisler Sprinkler Div 

Reliable Automatic Sprinkler Co 


STRETCHERS 


Stretchers 


Bomgardner Mfg. Co. 

E. D. Bullard Co. 

Davis Emergency Equipment Co 
Emergency Aids Co. 

Frank Mfg. Co., Inc. 

A. E. Halperin Co., Inc. 

Junkin Safety Appliance Co., In 
Mine Safety Appliances Co 
Medical Supply Co. 

A. Smith and Son, Inc. 

Safety Clothing & Equipment Co 
Wirt and Knox Mfg. Co. 


Wheeled Cots 
Bomgardner Mfg. Co 


Emergency Aids Co 


Frank Mfg. Co., Inc. 


Forcible Entry 


Akron Brass Mfg. Co., Inc. 

Elkhart Brass Mfg. Co. 

C. D. Pike and Fire Hook Mfg. Corp. 
H. K. Porter, Inc. 

M. L. Snyder and Son, Ine. 

Wooster Brass Div., Fyr-Fyter Co 


Hydrant Wrenches 


Akron Brass Mfg. Co 

W. D Allen Mfg. Co. 

B and M Siren Mfg. Co. 

Buffalo Fire Appliance Corp. 
Elkhart Brass Mfg. Co 

Fyr-Fyter Co. 

Howe Fire Apparatus Co. 
Powhatan Brass and Iron Works. Inc 
M. L. Snyder and Son, Ine. 

S.-T. Hydrant Wrench Co. 
Western Fire Equipment Co. 
Wooster Brass Div., Fyr-Fyter Co 


Non-Sparking Tools 
\mpco Metal, Inc 


Beryllium Corp 
Inge rsoll Rand Co 


Wire Cutters 


Elkhart Brass Mfg Co. 
H. K. Porter, Inc. 


Stehco Products. Stein Bros. Mfg. Co. 


WEARING APPAREL 


Asbestos Clothing 


American Optical Co 

E. D. Bullard Co 

Industrial Products Co. 
Industrial Safety Specialties Co. 
Mine Safety Appliances Co. 
Pulmosan Safety Equipment Corp 
Safety Clothing & Equipment Co 
M. L. Snyder and Son, Inc. 
Standard Safety Equipment Co 
Wheeler Protective Apparel, Inc. 


Boots 


Beacon Falls Rubber Footwear 
Cairns and Brother, Inc. 
Goodall Rubber Co. 

Mine Safety Appliances Co 

M. L. Snyder and Son, Inc. 


Clothing, Canvas, Rubber 


American Optical Co. 

Cairns and Brother, Inc. 
Frommelt Industries 

Globe Mfg. Co. 

Goodall Rubber Co. 

B. F. Goodrich Co. 

Industrial Gloves Co. 

Industrial Safety Specialties Co. 
Janesville Apparel Co. 
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Protect your plant with the same Ansul 
extinguishers that guard this big steel mill 


Well-planned safety and fire prevention programs are 
doing their share to protect lives, property and pro- 
duction schedules at the Great Lakes Corporation, 
Detroit, Mich., division of National Steel Corporation. 
Ansul fire extinguishers are playing a part in this suc- 


cessful program. 

Your safety program deserves the best in fire pro- 
tection. Remember, fire doesn’t give you a second 
chance. Here are three big reasons why Ansul dry 
chemical extinguishers can take the worry out of your 
fire protection program and help you maintain a safety 
record to be proud of: 

First. Ansul extinguishers are dependable. They are 
always ready for action, even under severe exposure 
conditions. Weather-tight construction assures this 














dependability. Second. Ansul extinguishers are effec- 
tive. Patented nozzles deliver either a straight or fan 
stream, depending upon the hazard. This is an Ansul 
exclusive for more effective fire control. Third. Ansul 
extinguishers are backed by a five-year warranty. This 
is the best way we know of saying that Ansul extin- 
guishers are the finest of their kind made anywhere. 
No other manufacturer offers this impor- 


tant warranty “A 


Get in touch with your loca! ANSUL 
MAN through the yellow pages of your 
phone directory, or write direct to ANSUL 
CHEMICAL COMPANY, DEPT. OH-6, 
MARINETTE, WISCONSIN. 


Circle No. 80 on reader service card for more information 
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Isaiggie HR Ae 


Wearing Apparel... 


Midwestern Mie. Co 
Mine te Appliances Co 
Pulmos ifetv Equipment Corp 
Satety thing & Equipment Co. 
\l nvder and Son, Ine 

| ive Apparel, Ine 


a complete line of 


PROVEN INDUSTRIAL FIRE FIGHTERS 


liances Co 
quipment ( orp 
| julpment Co 


Apparel, th 


WETTING AGENTS 





AN 
jobn BE HIGH PRESSURE FOG 


TEN TIMES MORE EFFECTIVE— One gallon of water discharged as High Fh. Sate 
Pressure Fog from the patented John Bean fire fighting gun does the work 
of 10 gallons of water used at ordinary water main pressures. 


FAST, THREE-WAY ACTION -John Bean High Pressure Fog cools burning MISCELLANEOUS 
material by absorbing heat, smothers fire by shutting off oxygen, and 
isolates burning gases from the fuel source. Canvas or Metal Pails, Buckets 
C. R. Daniels, hh 

WATER DAMAGE MINIMIZED — Because so little water is needed to kill a 
fire, water, damage is usually negligible. Contrast this with the usual Lightning Rods and Arrestors 
“drown-out” methods where water often does more damage than the fire. 





Write today for facts on John 
Bean High Pressure Fog Indus- JOHN BEAN 
trial Fire Fighters and John atk 
ge s met oe) earns Division of Food Machinery and Chemical Corp. Smoke Exhausters 
= yen SR INDUSTRIAL SALES DEPT. Lansing 4, Mich. 











Neep Equipment Co. 





Circle No. 81 on reader service card for more information 
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} ' 
IDDe 


Svnthet 


in Rubber Mf 


Motorized fire ipparat 


in Fire Apparatus Co 


Safety fuel supply tar 


t 
can Safety Tank Co 
LaFRANCE—Fi 
portable, and wheeled 


lishers: nozzles 


rican | il rance 
1cCAN Marsu—Fire 
ean Marsh Pun 
Non-sparking 
» Metal, Ine 
Dry chemical « 
| Chemical Co 


Sprinkler systen 


Natior 
(HRENS-Fox 
\hrens 

itic Sprinkler Cory 
OAM—Foam nozzles 
x { orp 
OAMPAK Mec! 
rator 
rdox Corp 


Foe Water nozzle 


ox ¢ orp 


Gas—Water nozzlk 


ox ( orp 
\ Jet—Water spray nozzle 
Cardox Corp 
CT Anti-freeze wheeled 
\merican LaFrance C 
10-MIs1 r nozzles »MORE—Hose reels and 
Akron Brass Mf oO \rdmore Products 
\LCOFOAM— Generat | sLite—Arguslite Co 
Ameri STOCRAT Foam extinguisher 
Atco-Litt u fire ladder M. L. Snyder & Son, Inc 
Alumint Ider Ow Pump — tank 


water 
Ameri ! ory D. B. Smith & Co., Inc 
ALES Bata RROW—Soda and acid ext 
M. L. Snyder & Son, In 
\sBestos FirEMAN—Asbestos 
hre rescue suits. 
Wheeler Protective Apparel 
\rLas—Insulated crash axes 
rope ladders. 


couplir 
\tlas Safety Equipment Co.. 


slal rittir crowbars 


yrs O-STR for ] 
D. Allen Mfg. Co \uTo-STREAM—Fog nozzles 


\kron Brass Mfg. Co 
Purepose Ga 


me Protectior 
Att Purpost Foan quid B 
Rockwood Sprinkler Co 
ALL-Service—Canisters Barton Fire pumps. 
Dias Rekite Aileen (American Marsh Pumps, Inc 
' ; BARTON-AMERICAN—Fire pumps 
ALL-Viston—Facepieces ae = 
Sat . American Marsh Pumps, In 
Ine Satety Appliances Bar-Way — High pressure hos« 
\LLWEATHER—Fire hose lings. 
American LaFrance Corp. Bar-Way Mfg. Co. 

Ary WeatTHER—First aid kits Beacon-Ray—Warning lights 
Mine Safety Appliances Co Federal Sign & Signal Cory 
\1.z0-Lire—Flood light. Bennett Br.t—Waste disposal 

Benjamin Electric Mfg. Co Bennett Mfg. Co 
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re appa 
Ph 


in the 
fire-fighting 
equipment 
field 


Bi-LATERA 
hose 
Bi-Latera 
BLACKINTON 
V. H. Bla 
BLAZE BRAKER 
Fulton Bag & 
Butz Buccy 
trucks 
Blitz Buggy Ce 
BLuE Rippon Wooder 
Goshen Mfg. Co., Ine 
BoaRDMAN—Motorized fir 
Boardman Co 
BOMGARDNER (ots 
tators, respirators 
Bomgardner Mfg. Co 
Boston Noz les, hose 
Boston Woven Hose & Rub 


BraxMAR— Badges, insigr 
C. G. Braxmar Co., In 
BREAKSTONE-—CO, extingu 
M. L. Snvder & Son, It 
BresNaAN—Cellar pipe noz 
Elkhart Brass Mfe. C 

BurraLo—CO, = dry 
soda-acid, vaporizing 
wheeled extinguishers 
Buffalo Fire Appliances 

BuLt Doe Fire hose. 
lined. 

Boston Woven Hose 


Cc 


_M-7 Vaporizing | 
ing agent 

Red Comet, Inc 
0-Two Fire extinguishers, 
extinguishing systems, built 
and heat detecting systems 
Pyrene—C-0-Two Corp 
SS Sprinkler and a 
alarm equipment. 
Central Station Signals 
APTAIN Water extingt 
pump). 

Fyr-Fyter Co 

ARDOX 

trucks, trailerized 
built-in CO. systems 
Cardox Corp 

ARPENTER Emergen 
lights 

Carpenter Mfg Co 

aARRY Ez—Chair 
Bomgardner Mfg. Co 





iquid fir extin 


; 


Because safety is your business... 


CURTISS-WRIGHT RADIAMETER 


The ultra-sensitive Curtiss-Wright Radiameter flashlight cell . . 
will tell you what none of your senses can—that 
the lives of citizens, workers, or fire-fighters are 
exposed to deadly radiation. Many organizations Accessories to multiply or divide both ranges 
ee ae beta or gamma rays (over 400 in by 10 are available. Also a push button on-off 
New York City alone), but fire departments often switch, attractive leather carrying case, and 
radium calibration source. 


. weighs only 2 Ibs. Made of cast 
aluminum, it is extremely rugged, waterproof, 
easy to read and interpret. 


have no previous information that plants, labora- 
tories or X-ray clinics are potentially dangerous. 
Thus, it is an important part of safety engineer- Order direct today, or write for further details. 
ing to check for radiation . . . as a routine step Nuclear Equipment Sales Department 

of industrial fire inspection . . . as a first precau- 

tion when arriving at a fire scene 


No bigger than a camera, the Curtiss-Wright SE ee ee ee oe 


Radiameter slips easily into your coat pocket... 
accurately monitors radiation energies from 1200 
ceV 5 kev... 


kev down as low as 15 . has two ranges: CORPORATION + CARLSTADT, N. 
0-25 mr/hr and 0-1 r/hr. It operates on a single 


Circie No. 82 on reader service card for more information 
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Look at your 
Watchman’s Clock! 


Your plant may be a 
shining example of modern 
operation . . . but it’s 
old-fashioned if you still 
rely on an old-style 
dial-type watchclock. 





With the DETEX tape- 

recording GUARDSMAN 

watchclock your 

Watchman is continuously 

supervised on week days, 

weekends, holidays and 

extended plant closings 

The GUARDSMAN saves 

Overtime and irritation 

—a supervisor is not 

required to break into 

; . his weekend to return 
Fall River Civil Defense bought to the plant just to 

three masks in 1954 and six in 1955 change the clock dial. 

The GUARDSMAN 

has a 96-hour 

capacity! 


y ke and st 1 
Lawye udges and juries 
value a lif at $7500 Se ven 
$7500, $52,500, a hands 
the price of two masks 


These masks are in service in the Fir 
Department. It intends to purchase 
a substantial number more 


It has been interesting to note 
in smoky fires, when unprotected men 
have been knocked out or reduced t 
copious tears, men wearing ‘“‘Pocke 
aire’, without goggles, have 
enced little or no lachrymation 
no after effects.’ 


shied deo FRIDAY EVENING 
anes x re hose al guia to MONDAY MORNING 
is the most critical time 
in your plant's safety. Don’t 
stretch your luck and find 
yourself returning to work 
some Monday to smoldering 
ruins. Send coupon now. 


Seconds count when human life 
is at stake, and Pocketaire is on 
the man and in action in only 
seven seconds. A compact, light- 
weight unit, it is unequalled for 
speed of operation and complete 
breathing protection. Its high 
standards bring together all the 
essentials of a practical, self 
contained breathing apparatu 


Detex Watchclock Corp. 0-6 
76 Varick Street 
New York 13, N. Y. 


(0 Please send me complete information 
about the GUARDSMAN tape-recording 
watchclock. 


light weight, small size, low co rM—Alarm System 
(from $100 up), inexpensive . ramewell Co 
fills, and absolute safety UARD Sprinkler ewvete 
Write for free literature ockwood Sprinkl r Lo : 

or demonstration nat es bp DELUX: Delug 
prinkier 


THE CYCLE-FLO COMPANY Reckouel Sprinkler Co 


Dvuo-Sarety—Aluminum lad 
985 BRIDGEPORT AVENUE @ MILFORD, CONN ] 


en ladders 


(0 You may send a DETEX representative 
to make a free, no-obligation survey of 
our plant protection needs. 


Nome 





Company_____ 
Address 


ene re 


Canada f ‘ : 

Wilson & Cousins Co., Toronto, Ontar Duo-Safety Ladder Corp 
Export Duo-SERVICE Floodlights 

Ward LaFrance International, Elmira, N. Y Benjamin Electric Mfg. Co e 








Circle No. 83 on reader service card Circle No. 84 on reader service card 
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Circle No. 85 on reader service card 


AMERICA'S 
HEADQUARTERS 


FOR 

FIRE EQUIPMENT 
AND 

POLICE EQUIPMENT 


WRITE FOR 


NEW CATALOGS 
‘ 


W. S. DARLEY & CO. 


ESTABLISHED 1908 
CHICAGO 12, ILLINOIS 











When the LIFE of Your 
Employee is at Stake . . 


MINUTES COUNT 


Emergencies where respiration 
is involved need INSTANT 


action 


Then—you NEED the 


STEPHENSON ‘MINUTEMAN’ 
RESUSCITATOR 


Three machines in one 
RESUSCITATOR e INHALATOR 
ASPIRATOR 
Write today for demonstration with 
out obligation or for pamphlet O-102. 


ss. 
— + ae 
STEPHENSON § rere: 7/ON 
& WEW SERTEV 


ED BANK 


“Makers of the Harger Drunkometer and Breath 
alyzer for determination of intoxication by 
analysis of breath.”’ 











Circle No, 86 on reader service card 


DuraspEED—Sprinkler system (solder 
release ). 
Grinnell Co., Ine. 


E 


* & J—Resuscitators, inhalators. 

E & J Mfg. Co. 
“AGLE—Safety cans. 

Eagle Mfg. Co. 

ASTMAN—Deluge sets. 

Samuel Eastman Co., Inc. 
“ASTMAN-BARKER—Deluge guns 
Samuel Eastman Co., Ini 
co—Watchclock. 

Detex Watchclock Co 
CONOMY—Fire hose. 

Raybestos Manhattan, Ine. 
K-Hook—Pike pole and forcible entry 
tools. 

C. D. Pike & Fire Hook Mfg Corp 
LK Hose racks. 

Elkhart Brass Mfg. Co. 
“LK-AIR—Extinguishers. 

Elkhart Brass Mfg. Co. 
“MERSON—Resuscitators, respirators, in 
halators. 

J. H. Emerson Co 
“xCELO—Chemical booster hose 


Republic Rubber Diy 


F 


*.O.B.—Aerosol burn spray. 
FE. D. Bullard Co. 
ALCON—Alarm) systems, industrial 
warning horns. 
Falcon Alarm Co., Inc. 
“aRADAY—Alarm = systems  (automati 
central station, industrial), sirens, 
horns. 
Sperti Faraday, Inc. 
‘ EDERAL—Unlined linen fire hose. 
Federal Fire Hose Mfg. Co. 
“EDERAL—Industrial fire alarm systems, 
sirens, horns, whistles, vehicle warn 
ing lights. 
Federal Sign & Signal Corp. 
‘ENWAL—Thermostatic sensing units 
and switches 
Fenwal, In 
Fir—E BAFFLE—Shields 
Frommelt Industries. 
FirE Curer Ducks—Fire shield (can 
vas). 
W m. E. Hooper & Sons Co. 
‘IRE CHIEF VinyL—Fire shields (coated 
fabric). 
Wm. E. Hooper & Sons Co 
IRE Foc—Sprinkler system. 
Automatic Sprinkler Corp. of Ameri 
ca 


Fir—E Guarp—CO,, dry chemical, foam, 


soda-acid, vaporizing liquid, water 
wheeled knapsack extinguishers 
General Detroit Corp. 
General Pacific Corp 

FIRE-GUN Vaporizing — liquic 
tinguishers. 
American LaFrance Corp. 

FirE Kinc—Protective clothing. 
Wheeler Protective Apparel, Inc. 

FIREMAN’s CuTTER—Wire cutters. 
H. K. Porter, Inc. 

FirE Spot—Sensing units for fire 
tection systems. 


Notifier Mfg Co 





“ey on anger re 
ORS SO 


FIREWATER—Wetting agent 
Firewater Co 
FLAMEBUSTER—Fire hose valves 
Grinnell Co., Ine 
FLAME Dopcrer—— Asbestos clothing, fire 
rescue sults 
Standard Safety Equipment Co 
FLEXALARM-—Automatic and manual fire 
ilarm sVvstems 
Gamewell Co 
FLEXCELO—Fire hose 
Republic Rubber Div 
FLINT-FLEX—Plastie fire heln 
Cairns & Brother, Inc 
Foam—Foam liquid 
Rockwood Sprinkler Co 
FOAMITE Extinguishers, wheeled 
vines, generators, generator powder, 
portable and fixed systems 
(American LaFrance Corp 
FoaMITE AIRFOAM—Generating nozzle- 
liquid, portable and fixed system 
American LaFrance ¢ orp 
Foc Foam—Foam nozzle 
Rockwood Sprinkler Co 
Foc-Hoc—Deluge nozzl 
Akron Brass Mfg. Co 
Foc-Kar—Pumper (hjgh press 
W. J. Thiele & Sons ¢ In 
Foc Kinc—Fire nozzles 
Wooster Brass Div 
Foc Master——-Fire nozzles 
Wooster Brass Div 
Foc-STREAM— Foe nozzles 
Western Fire Equipme: 
FortLLt 
Carbisulp!| 
Fotp-A-Cot ol ipsible 
Bomgardner Mfg. Co 
ForcED—Fire hose couplings 
Wooster Brass Diy 
FORGEX Couplings 
Akron Brass Mfe. Co 
ForesteR—Forest fire tools and lights 
Western Fire Equipment Co 
FULLER—Brooms 
Fuller Brush Co 
Futt Viston—Gas mask face piece 
Acme ection Equipment Co 
FULTON Canvas shields 
Fulton Bag & Cotton Mills 
Fyre-ARMOR Aluminized industrial 
clothing, aluminized fire rescue suits 


1 | 
lits, tarpaulins and rescue 


cotton rubber lined 
Fyr-Fyter Co 
Fyre-Freez—Portable carbon dioxide 
Walter Kidde & Co., Inc. 
Fyr-Fyter—CO., dry chemical, foar 


la acid, vaporizing liquid, water 


wheeled extinguishers and cotton rub 
ber lined hose 
Fyr-Fyter Co 

hk yYRMAN—Cottor 


Fyr-Fyter Co 


G-1—Extinguishing powder for 
nesium fires 
Pyrene C-0-Two ¢ orp 

(; AMEWELI Fire alarm and 
watch systems 


1] 
(,amewell Co 
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Loaded Stream 


INSTANT 
with KARBALOY 


HAS FIRE-KILLING POWER 
OF 3 EXTINGUISHERS* 


*Compared with conventional 
extinguishers of like size, designed 
to fight fires in wood, rubber and 
other general combustibles. 


. . . and fireproofs as it extinguishes! Karbaloy, Fyr-Fyter's 
exclusive chemical liquid developed by engineers now prominent 
in atomic research, kills fire in one-third the time required by ordinary 
chemicals! It's also non-freeze, and non-toxic . . . and the only ex- 
tinguishing agent of its type (Class A) that STOPS FLASHBACK in 
wood and dreaded rubber tire fires! Instants are effective, too, on 
incipient fires in gas and oil! 

That's why Loaded Stream Instants are widely used in underground 
mines, warehouses, lumber yards, piers, docks, ships and grain ele- 
vators . . . and they're standard equipment on the patrol cars of 
this country’s major thruways and turnpikes. There’s no service problem 
with an Instant . . . because recharging (refilling) is required ONLY 
after use! They're approved by Underwriters’ Laboratories, and avail- 
able in 1, 13%4 and 2'-gallon extinguisher sizes, as well as 20, 
40 and 80-gallon ‘engine’ capacities! 

No other extinguisher provides the combination of advantages 
found in Fry-Fyter Instant extinguishers! 


WRITE FOR DETAILS TODAY! 


TEAR OUT THIS COUPON AND 
e f= er @) MAIL WITH YOUR LETTERHEAD 
I ¢ * 
(FIRE) 


(FIGHTER) O Send full details on Fry-Fyter Instant 


221 CRANE STREET, DAYTON 1, OHIO Extinguisher. 


REPRESENTATIVES IN PRINCIPAL CITIES 
OUR 40th YEAR OF MANUFACTURING... THE MOST COMPLETE LINE IN INDUSTRY 





O Send a Fry-Fyter Representative. Let's 
talk it over. No obligation. 


BRANCH OFFICES: NEW YORK, BOSTON, PHILADELPHIA, CHICAGO, ATLANTA DALLAS, SAN FRANCISCO, PORTLAND, SEATTLE 
Circle No. 87 on reader service card for more information 
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STRETCHER CASE 
$9380 


FOB 
Louisville 


At LOW Asn 





STRETCHERS 


The Junkin Stretcher Case affords a con 
venient and compact cabinet for storing the 
army type stretcher, blankets and first aid 
equipment. It provides a definite location for 
the equipment and protects it against the 
deteriorating effects of dirt and grime. And 
because it's compact it's a SPACE SAVER 
too! Comes fully equipped if desired. 


JUNKIN SPLINT-TYPE STRETCHER 


Construction permits patient to be carried 
horizontaily or lifted vertically without 
danger from inaccessible locations. Canvas 
straps and footrests keep 

patient rigid and comfortable. , 

For complete information write 
for free descriptive literature. § 


bY 
) JUNKIN | 
JUNKIN 


SAFETY APPLIANCE CO. 
101 $. FLOYD ST. 
LOUISVILLE 2, KENTUCKY 


Circle No. 88 on reader service card 





,ARDWELI Satety clott 
nent 

Safety Clothing & | 
r*ENERAIL CO... drv 

soda acid, vaporizing liquid 
wheeled, knapsack extinguis 
eral Pacific Corp 
Quick Arp Firect 


NERATI ARDS 


Iry chemical, foam, acid, 


iquid, water, 
General Detroit Corp 
General Pacific 


y-EYSER—Deluge and ladder 


whee ed 


Corp 


Wooster Brass D 
oBpeE—Fusible links, a 
pipe valves, check valves 
Automatic Sprinkler C« 
TuRN-Out Fir 

proot canvas suits 

Globe Mfg. Co 
,OODYEAR—Fire 


Coodve ir | ire 


lobe 


y,LOBE 


host 
& Rubber Co 
yRANT-MULTIVERSAL— Deluge 
Akron Brass Mfg. Co 
IES Automatic 
sprinkler I 
ns and sprinkler hea 
Raisler Sprinkler Diy. 
RINNELI Automatic 


tems, sprinkler valves, 


valves. fire 


systems. 
Grinnell Co., Inc 
; DSMAN—Watchclock 
Detex Watchclock Cory; 
ES Warning lights 
National Cx 


H 


H-H INHALATOR—TInhalators 
Mine Safety Appliances 
HKP—Wire cutters, 

H. K. Porte 


tore 


B. Hannay & Son, In 
Harp Bottep—Fibreglas fire 
I D Bullard Co. 
Hewitt Branp—Fog ho 
Hewitt Robins, Inc 
HicH Hand 
Tokheim Corp 
Hoosier Hose abinet 
Elkart Brass Mfg. Co 
HouGHTO-SAFI Hydrauli 
E. F. Houghton & Co 
Howr—Hose spanners, CO 
foam fire trucks 
ment 
Howe Fire 
Fire 


Rubbe I 


VACUUM pumy 


tailorized 


\pparatu 
hose. 


> 1] 
Lrepubly 


Div 


I. H. B 
brooms. 
Industrial Home Blind 


I-R—Non-sparking safety tools 


Fire 


fighting 
for the 


Ingersoll-Rand Co. 

Portable bac kpack fire 
spray nozzles 

D. B. Smith & Co., In 


INDIAN 


p 


in 


vaporizing 


extinguishers 


YB EES bie 


cants, first 


shields 


Ir lust 

Battery Co 
ninc—-Hose racks, 
American Rubber Mfg 
LirtLe GIANT Play pipes 

Wooster Brass D 
ADED STREAM INSTAN 
Fyr-] 


LOWBOY 


yter Co 
Station wagon cot 
Bomgardner Mfg. Co 

L.yreport—Portable re 


E & J Mfg. Co 


suscitator 
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Yo eapE on" 
scat 





M & H—Hydrants, valves 
M & H Valve & Fittings Co 
M-X—Magnesium chip fire extinguisher 
Buffalo Fire Appliance Corp 
Mack—Pumpers, tank trucks, aerials 
Mack Motor Truck Corp., Fire Ap 
paratus Div 
MAGNA FORCE Fire hose couplings 
Wooster Brass Div 
Matrese Cross—Fire hese, fog hose 
Hewitt Robins, In 
ManuHatTan—Fire hose 
Raybestos Manhattan, In 
Mars—Warning lights, sirens 
Mars Signal Light Co 
Master Lichts—Hand and automativ 
emergency lights 
Carpenter Mfg. Co 
Mast-R—Adapters 
B. and M. Siren Mfg. Co 
Maxim—Emergency lighting units, CO 
fire trucks, foam fire trucks, trailer 
ized fire equipment, pumpers, tank 
trucks, crash trucks, ladder trucks 
Maxim Motor Co 
Mer-L-X——Metal fire extinguisher 
Ansul Chemical Co 
Micro—Portable resuscitator 
E & J Mfg. Co 
MINUTEMAN—Portable resuscitator 
Stephenson Corp. 
Minute Man—Watchclocks 
Chicago Watchclock Co 
MIRACLE Carbon  tetrac hloride iuto 
matic extinguisher 
M. L. Snyder & Son, Inc 
Mon ARCH Hoss booster chemical 
hose. 
Hewitt Robins, In 
MSCO—Burn dressings, blankets, first 
aid kits, burn medicants, stretchers 
Medical Supply Co. 
Muetter—Check valves, hydrants, gate 
valves, indicator posts. 
Mueller Co. 
Mucsiryre—Water spray system, water 
spray nozzles. 
Grinnell Co., Inc. 
Muttitrot—Deluge systems, dry pipe 
systems. 
Grinnell Co., Inc. 
MunicipaAL—Hose. 
Hewitt-Robins, In 
Mystery—Nozzles. 
Elkhart Brass Mfg. Co 


NIF—Industrial fog nozzles 
Wooster Brass Div. 
NaTIONAL—Chemical foam. 
National Foam System, Inc. 
Nauti_us—Water extinguishers 
Badger Fire Extinguisher Co. 
New Easy Forcible entry tools. 
H. K. Porter, Ine. 
NEWMAN—Watchclock 
Detex W atche lock ¢ orp. 
No Frame—Fire blanket 
A. E. Halperin Co., Ine. 
NortuH Winp—CO, extinguishers 
Badger Fire Extinguisher Co. 
NotiFieR—Alarm systems, break glass 
stations, sprinkler systems, fire de 
tection systems. 
Notifier Mfg. Co. 
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UDDENLY-- 


this Hydraulic Line Burst 


The operator of this die-casting machine screamed a warning 
and leaped out of the way as hydraulic fluid sprayed on molten 


aluminum from a break in the three-quarter-inch high- 
pressure line. 


Then he turned off the control valve and went for a towel. 


Nobody hurt, no million-dollar fire, no crippled plant. . . 
no drama here because the hydraulic fluid was Houghto-Safe 
and Houghto-Safe won't burn. One man got pretty wet, and 
the burst hydraulic line had to be replaced, but that’s all. 


Houghto-Safe provides this positive fire-protection along 
with high hydraulic efficiency. Houghto-Safe is chemically 
stable, keeps its film strength throughout its long service life. 
Working parts always get protection from wear or from 
corrosion. And Houghto-Safe won't attack packings. 


Houghto-Safe gains ready acceptance with personnel 
because it has no unpleasant odor and is completely non- 
toxic. It's harmless, and as fireproof as water. 


Don't wait for a costly accident to prove you need Houghto- 
Safe. Call your Houghton Man today or write E. F. Houghton 
& Co., 303 West Lehigh Ave., Philadelphia 33, Pa. 


NOUGHTO-SAFE.. product of... 


Ready to give you 
on-the-job service... 


Circle No. 89 on reader service card for more information 
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909 +0 2099 GPM 


YY 


WHENandWHERE “ff 


YOU NEED IT | 


EASTMAN Deluge Guns No. 10, No. 10X 
No. 20 and No. 30 — each designed to fit 
a particular need. 


These EASTMAN guns are for permanent 
installations in Lumber Yards, Oil Refineries, 
Tank Farms, Pulp Mills and other plant in- 
stallations where fire hazards require vol- 
umes of water instantly. 





DELUGE GUNS 


EASTMAN Permanent-Portable Deluge 
Guns, either two way, three way or with 
four way Siamese are engineered for easy 
handling with safety of operation in mind. 


These Guns can be quickly changed from 
permanent to portable operation. 


Highly efficient and inexpensive fire fight- 
ing units. 


Write us about your plant protection requirements and we will gladly advise or 
demonstrate what in our opinion is the most effective and economical deluge gun 
for your specific purpose. Send for Bulletin 1-56 


SAMUEL EASTMAN €O0., INC. Concord, New Hampshire 


Circle No. 90 on reader service card for more Information 
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Oovp Hrenory Satety 
Industrial Gloves Co 
Op RELIABLE— Wooden ladder 
Cosnen Mig Co Inc 
Otympra—Floodlights 
Benjamin Electric Mfg 
ONEIDA 2'> gallon pum 
tinguishers 
D. B. Smith & Co 
Oren —Pumpers, tank 
paratus 
Oren Roanoke Corp 


P.D.QO.— Nozzles 
Akron Brass Mfg. Co 

P-F—Rescue kits 
H. K. Porter, Inc. 

Pac-Kit—First aid kits 
Pac-Kit Co 

PATROI Watchclock system 
Detex Watchcelock ¢ orp 

PENGUIN Anti-freeze — cartrid 
tinguisher. 

Badger Fire Extinguisher Co 

PENTRATE— Wetting agent 
(American LaFrance Corp 

PERFECTION—Oily waste cans 
Geo. W. Diener Mfg. Co 

Perrex Rancer—Fire fighting 
Brooklyn Fibre Broom Co., In 

PERKINS Hand emergency ohts 
Perkins Battery Co 

PuHisteR—Vaporizing liquid exting 
ers 
Phister Mfg. Co 

PIONEER—Fire pumps 
Western Fire Equipment Co 

PirscH—Pumpers, tank truck- 
ladders, ground fire ladders 
Peter Pirsch & Sons Co 

PLastic SEAL— Badges 
Award Incentives, In 

PNEOLATOR— Resuscitator 
Mine Safety Appliances Co 

Pius-Firty—Dry chemical extinguis 
ers. 

Ansul Chemical Co 

POCKETAIRE Oxygen-breathing 
ment 
( vc le Flo ( oO 

Porto Pump—Portable fire pump 
Porto Pump, In« 

Porto PumMper—Trailerized fire fight 
ing equipment, palletized equipment 
Porto Pump, Inc. 

Porto-Rak Hose storage racks 
Circul-Air Corp 

PoweRON—Water spray nozzle for ele 
trical equipment 
American LaFrance Corp 

POWHATAN—Sprinkler valves, fire hos 


valves. 
Powhatan Brass & Iron Works 

PREAKNESS—Trailerized apparatus 
Preakness, Inc. 

Pre-DETECTOR lonization chamber 
type fire detecting system 
Pyrene—C-0-Two ( orp 

ProtectacoTte—Neoprene clothing 
American Optical Co 

Protect-A-VaLvE—Gas mask valve pro 
tection assembly and accessories for 
respiratory equipment 
Acme Protection Equipment Co 
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PRoTECTION—Safety cat 

Geo. W. Diener Mfg. Ci 
PROTECTOFOAM——Built-in 

tems, foam nozzle 

Grinnell Co., In 
PROTECTOSEAI Satet 

tanks, waste disposa 

Protectoseal Co 
PROTECTOSPRAY Water spra 

water spray nozzles 

Grinnell Co Ine 
Pur-A-Wetp—Gas mask 

igainst toxic tumes 

Acme Protec tion | quiy 
PYDRAULF-9 Fire resist 

{] lid 


Monsanto Chemical Co 








Darkness invites theft, panic, injury 
Exide Lightguards* prevent sudden darkness 


When power fails and lights go out, Exide 
Lightguard emergency lighting units go on 
instantly and automatically. Plug into regular 
outlets. Built-in charger. Batteries last for 
years. Choose from variety of models to meet 
your needs. Send coupon today. 


Ie 


f Elect age Battery Co., Reg 


BE SAFE—MAIL COUPON NOW 





Circle No. 91 on reader service card for more information 








Sprinkler 


Drains Open— 


there’s a $100.000 loss! 


JUNK YARD, salvaging metal: 
A? furniture company; a vot- 
ing machine manufacturer—all 
these were involved in the spec- 
tacular Jamestown, New York, fire 
that threatened for a time to wipe 
out the city’s entire Boatlanding 
industrial district. 

As the 


yard’s four-story building tumbled 


walls of the salvage 


like those of Jericho. compan\ 
owners and Jamestown firemen es 
timated a $100,000 loss. Only 
$9,500 of that loss was covered by 
insurance. 

These figures took no account 
of fire and water damage sustained 
by the voting machine manufac- 
turer and the furniture company, 
both of which had tens of thou- 
sands of gallons of water poured 
onto their premises in the desper- 
ate effort to keep the fire from 


spreading. 


| sively and 


The building was frame. What’s 
more, a good deal of magnesium 
which kept popping off explo 


burning fiercely 


| throughout the fire—was stored 


| 
| 


on the property. 


Industries in the area had com- 
plained to city authorities about 
the fire hazard created by the sal- 
vage company operations—but a 
furniture manufacturer kept large 
quantities of lumber piled directly 
beside the junk yard. Had this 
lumber not happened to be in kilns 
at the time the fire broke out. it 
would have been a total loss. 


City Fire Chief Rudolph =H. 
Swanson, who reached the fire 
minutes after it was reported. 
found that the salvage company’s 
outside sprinkler system wasn’t 
operating. (The blaze started on 
the unloading platform.) Swanson 
turned on the sprinklers, only to 
find that the drains had been left 
open so that all the water was 


wasted, 


By the time the drains were 
closed, the fire was out of control. 

The moral is pretty well pointed 
up by the facts. A sprinkler sys- 
tem is worth-while only if it’s kept 
in good operating condition. Mag- 
nesium should be stored only in 
closed metal containers. @ @ 





9 


Ch apWAY— Fog nozzle 
Wooster Brass Div. 

(JU ARTZOID—Sprinkler system 
Grinnell Co., Ine 

Ouick-Aip—CO,, dry chemical, foam 
soda acid vaporizing liquid, wale! 


wheeled, knapsack 


ined linen hose 


extinguishers, un 


(General Detroit Corp 
General Pacific Corp. 
Ouick Servick—Oily waste cans. 


Geo. W. Diener Mfg. Co 


Raister-— \utomatic sprinkler systems, 
sprinkler valves, fire protection sys 
tems and sprinkler heads 
Raisler Sprinkler Div. 

RanpotpH—CO, extinguishers. wheeled 
CO. extinguishers 
Randolph Laboratories, In¢ 

Ray-Fom—Fire shields 
Frommelt Industries 

Ray-TeExX—Fire curtains 
Frommelt Industries 

RECORDALARM—Alarm svstem 
(C,amewell Co 

Rep Comet—Vaporizing liquid fire ex 
tinguisher 
Red Comet, Inc 

REEVES Stretchers 
welding curtains 
\. Smith and Son, In¢ 

REGENT Fire hose and extinguisher 
cabinets and pin type hose rack 
Wirt & Knox Mfg. Co 

RELIABLE Sprinkler heads valves 
systems, automatic svstems 
Reliable Automatic Sprinkler Co., Inc 

Retier—Single and double jacket fire 
hose 
Republic Rubber Div 

RENDEIN nlined linen fire hose 
Chas. Niedner’s Sons Co 

REPUBLIC Fire engine and chemica 
hose 
Republic Rubber Div 

Rocker-Luc—Coupling. 

Akron Brass Mfg. Co 


S 


SAFA—TIndustrial and municipal alarm 
systems 
SAFA Alarm Div. 
SAFE Guarp—Safety containers 
General Detroit Corp. 
General Pacific Corp 
SAFETY First 
ers 
Safety First Products Corp 
Sare-T-CHeck—Watchclock 
Detex Watchclock Co. 
SAFE-T-METER Dry 
tinguishers 
Safety First Products Corp. 
Samson—Fire alarm systems. 
S. H. Couch Co., Inc. 
SANFORD—Pumpers, tank trucks, lad 
der trucks, high pressure fog pump- 
ers, and helmets. 


Dry chemical extinguish 


( he mica 


Sanford Fire Equipment Corp. 
SAVEALL—Sprinklers, upright and pen 

dant 

Globe Automatic Sprinkler Corp 
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INDUSTRY 
and PUBLIC 


he proof of majority selection when you install 
hose needed signals. FEDERAL provides the greatest 
slection and the best choice of signals whether for 
accident, or other emergency, for paging, start 

nd dismissal, or other purposes 


FEDERAL SIGN AND SIGNAL CORPORATION, the fore- 
most manufacturer of visual and avdible signals, main- 
tains its leadership by a continuous program of re- 


hydrant f 
Hvdrant Wrer > and product development 


Welding curtains : ; 
< ing : The scent construction of the industry’s largest an 
lard Safet ; . t 

lard Safety Equ chamber has enabled us to measure, compare 
and verify new facts about the behavior of sound 


and the devices that produce them 


Accurate testing of new theories, new methods, and 
new materials are combined with quality components 
and skilled workmanship to produce the finest products 


Don’t delay. Fire and disaster may strike tomorrow 
Signals can save, whether it’s lives or money. Write 
for literature on industrial signals today 


mand inhalators 


eens. aie, oom | SUGN and (E19 Corporation 


rh i ena alata 8735 S. State St., Chicago 19, Ill. 
ee 


Stop-Fire, In 





Circle No. 92 on reader service card for more information 


OCCUPATIONAL HAZARDS @ JUNE 





POKHEIM Petroleum dispe nsing equip 

ment. 

lTokheim Corp 
lop Notcu SirEN—Firemen’s boot 

Beacon Falls Rubber Footwear 
lowEeR—Chemical hose 

Republic Rubber Diy. 
lroyAN—Sprinkler system. 

\utomatic Sprinkler Corp. of America 
rruMPET Branp—Cast and forged brass 
hire equipment. 


W ooste! 


Brass Diy 


U 
Fire 


Republic Rubber Div. 
UNDERWRITERS’ —Couplings and noz 
Wooster Brass Div. 
UNIVERSAI 


UNDERWRITERS’ 


hose. 


les 


Soda acid, foam. vaporizing 
liquid fire extinguishers. 
American Fire Equipment Co 

UNIVERSAL-Boyer Motor 
tank trucks, crash trucks. 
Universal Fire Apparatus Corp. 

Utiniry Floodlights. 
Benjamin Electric 


Mfg. ¢ 


V 


VAPOTESTER Combustible gas 


indi 
cator. 
Davis Emergency Equipment Co.. Ini 
Vari-A-Foc—Fire nozzles 
Wooster Brass Div. 
VASELINE—Sterile burn dressings 
Chesebrough-Pond’s, Ine. 


facturer concerned. 


Please send me additional 


Name 


Company 
Street 


City 





pumpe Rs 


information 


Veribest—Vaporizing liquid pump ex 
tinguisher. 
M. L. Snyder & Son, In 
\ ERSATILE PowER—Portable power unit 
pump. 
National Alarms Corp. 
VicILARM—Alarm system. 
Gamewell Co. 
ViraGuaRD—Alarm system. 
Gamewell Co. 
VocaLaRM—Alarm system. 
Co. 


Fire door 


Gamewell 
Von DupRIn 
Vonnegut 


hardware. 
Hardware Co. 


Ww 


W ASHREEL—Wash-up hose reel. 
Wirt & Knox Mfg. Co. 
WATCH MASTER Emergency — lighting 
units. 
Carpenter Mfg. Co. 
Water Foc—Fog nozzles. 
Rockwood Sprinkler Co. 
WatTeROUS DEPENDABLI Pumps, hy 
drants. 
Waterous Co. 
Water Wetrer— Wetting agent 
M. L. Snyder & Son, Inc. 
Wet—Wetting agent. 
Rockwood Sprinkler Co. 
WIRE rr SSED Wooden 
ders. 
Goshen Mfg. Co., 
WIRTS 
carts, cabinets, wash reels, racks, ex 
fire hose 


extension lad 


Inc. 


Continuous flow hose reels. 


tinguishers, crow _ bars, 


: ee , 
Buyers’ Guide. simply circle the appropriate number on the 
coupon below, detach the coupon, and mail it to us at 812 Huron 


Rd., Cleveland 15. Ohio. We'll rush vour inquiry to the manu- 


and literature on 


mOCCUPATIONAL HAZARDS June 1956 Fire Buyers’ Guide 


Position 


Kind of 


Business 


Zone 


items circled below: 
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106 
107 
108 
109 
110 
111 
112 
113 
114 
115 
116 
117 
118 
119 
120 


121 
122 
123 
124 
125 
126 
127 
128 
129 
130 
131 
132 
133 
134 
135 


136 
137 
138 
139 
140 
141 
142 
143 
144 
145 
146 
147 
148 
149 
150 


193 
194 
195 


208 
209 
210 


165 180 


211 
212 
213 
214 
215 
216 
217 
218 
219 
220 
221 
222 
223 
224 
225 


valves, 
trailerized fire 


hose, 


nozzles 


equipme nt 


Wirt & Knox Mfg. Co 


Witt 
units 
Witt Cornice Co 

Wooster — 
equipment 
Fyr-Fyter Co 

WORTHINGTON 


Oily waste cans, 


ast and _ for 


High 
pumps 
Worthington ( orp. 
Woven-Garp— Hand a 
tectors 


Industrial Gloves 


XYZ 


Couplings 


Mfg. ( 


\-Trept 
Elkhart Brass 
FLASH Han 
Mig. Co 
JACKET 
Mfg. ¢ 


YELLOW 
Justrite 
YELLOW 


Justrite 


Hand 


are 
furn 


hird 


NEW 


Product 
Information 


NEW 
Catalogues 


Waste 


ged br 


pressure 


1h al 


0 


d light, 


due the 
ished 
innual fF 

Guide 


o make 


infor 


*lant 


stretchers, cots, unlined linen 


spray 


' | 
disposal 


dss 


fire 


fire 


ml pro 


manufac 


matic 


We 


this 


Q 
o-cell 


n 


Fire 


ve 


index 


including 


time 
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rr IMMEDIATE INFORMATION 


on items of interest in the June 1956 Plant Fire Protection 
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ZORBALL 


keeps factory floors 
skidproof, safe for 
Martin, Baltimore 


New XP6M-1 Martin SeaMaster 


OCCUPATIONAL HAZARDS e@ JUNE 1956 


In their plant operations, where powerful machines and tools ar 
used to produce planes for the Armed Forces, the Martin Company uses 
Wvandotte ZorBALL as their floor absorbent for protection against 
slippery floors and fires caused by oily, combustible wastes. 


Wyandotte ZorBALL is the safest, lowest use-cost, all-purpose floor 
absorbent on the market today! ZoRBALL is highly effective in absorb 
ing a wide variety of liquids, yet will not break down and dust, ““mud,” 
pack or become slippery —even under traffic. 

Investigate the use of ZorBALL for your own needs. Find out for 
vourself how truly outstanding it is in giving you nonskid surfaces. 
Contact vour nearest Wyandotte representative, or write us direct, for 
further information. In addition to ZorBaLt, Wyandotte offers a 
complete line of metal cleaners, paint strippers, aluminum brighteners, 
and emulsion cleaners to serve you. Wyandotte Chemicals Corporation, 


Wyandotte, Micl 1? { Los Nietos, California. Offices n principal 


( 


yandotte CHEMICALS 


J. B. FORD DIVISION 


Circle No. 93 on reader service card for more information 





ON ae Qe eee 


oe eran em 


to withstand impact pressures up to 


twice the amount of old type bottles in 


cardboard sleeves. Printing is applied 
directly to the bottle to provide instant 
PRODUCTS eatin of fe conten 
Circle No 


149 on reader service card 


HIGHLY EFFECTIVE PROTECTION 
sainst insole injury is provided by tl 
ruard” flap feature of Hy 


ioe model H933. The flay 


A GREASELESS, stain-proof 


provide- intisepty ictior atmosphere 
stinging or pain 


Johnson A&A Johnson 


= system Cal 


ilarms 


functi 


Circle No. 147 on reader service card 


QUICK REDUCTION of 


tures Is provides DY 1 portable 


trigerating unit manu laver 


chen Engineering Corp. One machine in lull lastic Ensolite 
is capable of pumping 500 1,00 ) moves witl e foot and does 
th walking or bending 
Circle No. 150 on reader service card 
treatment of cuts, 
chapping, sunburt : de 
It comes packed in 5 ‘ a\\| GAS LEAK PROBING ean be 


reigned polyethylene tubes ot Cg ‘ plished saft and quickly with an in 


Circle No. 145 on reader service card ag pacting probing 


device, leveloped by 


Engineers Tool Co. The M-pact-O Probs 


is used with explosion test meters. Wit! 


SIX AND EIGHT-INCH combinatio: 
joint pliers have been added te 


Beryl line of spark-resistant safet 


feet of refrigerated air into a con 
ned area in the span of a minute 
Known as th Breeze Wagon.” the 
can be ised to reduce the m 
erature of a hot, confined area, allow- 
ing maintenance work to be performed 


nore quickly and efficiently 


Circle No. 148 on reader service card 


CAPILLARY TYPE antiseptic applicator 


s have been introduced into the 


tools | Beryllium Corp They 


’ . ttle effort it | nett dept 
orged to steel tool specifications ar init industrial first aid market by Medi fort it will penetrate to — 
said to be appreciably stronger thar cal Supply Co. The new bottle is said of 40 inches or more. Spark resistant 


previous cast models probes are also available. The impaction 


tool is said » eas obe y S] 
ide ete (eis en abies cariice died tool is said to easily probe through six 
inches of asphalt. 


Circle No, 151 on reader service card 


A CARBON DIOXIDE fire extinguis! 


ing system which employs the gas bot! 


for its power and as its fire extinguist > Pug ee A SUPERVISED FIRE ALARM SYSTEM, 
ing agent has been developed by Walter oF designed for manual or automatic oper- 
Kidde & Co. The system operates on a ation in small offices and factories, has 
rate-of-temperature-rise principle. It been announced by Edwards Co., Inc. 


troduces a sufficient volume of carbor Petac i The alarm can be sounded by single 
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ition of manu 


operation ot con 


ture id rate-of-rise 
hooked 


OU cycle, three-wi 


Circle No 152 on reader service card 


Vg THICK are the t A 
Markers | ; 


Brossard 


now 


Circle No 


155 on reader ser 


30-DAY FREE TRIAL 


i! 


Circle No. 156 on reader ser 


NO CHEATING 


o install, and 


Circle No. 153 on reader service card 


B. means First on Burns. It’s a 1 
tiseptic spray tor treatment 


de ve lope d by | 


Co. The product is non-toxic, non 


ids of burns, 


harmful 
and 1] 


irritating, and contains no 
drugs. It is packaged in 3, 5 


ounce 


spray containers 


Circle No. 154 on reader service card 


NEW FRAMES have been developed lor 
the Styl-Ize Safety 


United States Safety Service Co 


Spectac le, a prod 


uct ot 
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ssion of the first ar 
in be set tor rey] 
ion tor 

[he equi 


trom 


control 


nother 
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ANTI-SKID floor and stairw 


is gained through the use of 


new rubber-base abrasive 


produced by Daubert Chet 
product is applied by brus! 


spray te 


equipment to conere 
wooden surfaces. It is available ir 


colors. 


Circle No. 158 on reader service card 


outstanding teal 


FIRE RESISTANCE, 


strength, light weight, and ease of 


fs 


maintenance are some ol outstand 


ing features of the new protective cov 





The 
ANSWER 
To 


Your 


Problems 


es 
s 
a Dae rp-2-0con- 


Fumes 
Silicosis 
Dermatitis 
Noise 
Toxicity 


The first and only complete plant 
safety and health volume to be 
published. Almost 800 pages of 
covering every 


authentic data 


phase of employee protection. 


BOOK DIVISION 
OCCUPATIONAL 
HAZARDS 

812 HURON RD. 


CLEVELAND 1I5, OHIO 


Circle No. 94 on reader service card 
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ering manufactured by Herculite Pro FOUR TYPES of combustible gas indica- 
tective Fabrics, Inc. The fabric is water tors have been recently introduced by 


proof. It is not affected by acids, grease, j Mine Safety Appliances Co. The instru- 


or oil. Free samples of the material ar ments are used for locating gas leaks, 


offered by the manufacturer. 


Circle No. 159 on reader service card 


"NEW FROM THE WHEELS UP" is the 
description of the Clarklift Line of fork 
lift trucks manufactured by Clark 
Equipment Co. Features include 12-volt self-adjusting brakes, a balanced swing- 
electrical system, fully automatic trans up hood, and combination lift-tilt con- 
missions, emergency fuel tanks, foam trols on the steering column. 
rubber seats, automobile-like controls, Circle No. 160 encntiies service card 





| SuperGard a 


testing questionable atmospheres, dif- 
ferentiating between combustible gases 
and vapors, and measuring health haz- 
ards. The indicators weigh but six 
pounds. They are powered by eight dry 
cell flashlight batteries. 


Circle No. 161 on reader service card 


APPLIED IN A THIN LAYER by trowel, 
Poly-Rock, the new floor surfacing mate- 
rial from Plant Maintenance, Ine., is 
claimed to be one of the most remark- 


‘J able floor surfacing developments in re- 
f = - D i “en pris “ material i aa to be 
j @ A‘ iw insoluble by all organic and most in- 
SuperGord pemmmmemmmmes | 

= : Circle No. 162 on reader service card 

SAFETY HAT - CAP with full-floating 

, : A PROTECTIVE UMBRELLA of high 
HEADGEAR se sate ted adjustable sizes 6% to & pressure air which prevents chip flyback 


is provided by the “Guardair” safety air 
Molded from a flame retardant, waterproof material in seven 
different brilliant, permanent colors—red, yellow, blue, white, 
grey, green, brown—''SUPERGARD" exceeds all Government 
Specs. for impact, penetration, electrical resistance, flamma- 
bility, etc. . . . In the various adjustments, each change is 
positive and secure. Cool and well ventilated, for wearing in 
the sun—''SUPERGARD" is also supplied with a half-liner for 
frosty weather and a full-liner for frigid temperatures. There 
is no metal of any kind in its construction. . . . Easily sterilized, cun, recently developed by Union En- 
there is nothing that need be replaced in "SUPERGARD", when gineering Corp. The protective screen 
reissued, but the wrinkle-free sweatband, which comes in mC pomp catermlanerinoy = 
leather or leatherette . . . "SUPERGARD" is also available Circle No. 163 on reader service card 

with goggles; faceshield; welding helmet... . Send for com- 


pletely descriptive catalog page and prices. 
FLAMMABLE LIQUIDS transfer is a 
complished safely through a unit em 


The BOYER-CAMPBELL Company ploying an automatic process control, 


as manufactured by Hewson Co. The 
6548 St. Antoine Safety Diutscou DETROIT 2, Mich. | — control checks the 


Circle No. 95 on reader service card for more information 
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grounds and/or bonding connections. If 
these are unsatisfactory, the unit auto 
matically prevents all loading or trans- 


fer operations. 


Circle No. 164 on reader service card 


A ONE-PIECE suit for protec tion 
against oil and acid splash is available 
through Industrial Products Co. The 


suit is of close-woven cotton. Neoprene 
coated on both sides. It has a full length 


zipper with protecting fly front. 


Circle No. 165 on reader service card 


CARBON MET, a low toxicitv solvent 
with quick drying characteristics, is 


now available in new small cans, ac- 


cording to the producer, Curran Ord- 
nance Chemical Laboratory. The small 
packages were especially designed te 
aid in storeroom issue and control in 


large factories. 


Circle No. 166 on reader service card 


A LONG-LASTING BARRIER against 


skin rash, irritation, and disorder is 


OCCUPATIONAL HAZARDS e JUNE 


rrovided by Solucone, a new prote: or two-word descriptions, identifying tl 
I I t 


ll] 


skin cream developed specifically naterial transported in a pipe line 


industrial use by Soluol Laboratories, snaps on and completely encircles the 
Inc. The preparation, which contains a pipe 

silicone, is equally effective for wet or Circle No. 168 on reader service card 
dry work. It protects the hands against 
damage from chemicals, acids, liquids, THE SAFER WAY to transport and pour 
dyes, lacquers and other irritants liquids is provided by the Tripl-Duty 


Circle No. 167 on reader service card 


IDENTIFICATION IN COLOR provides 
the extra margin of safety, says Wil 
mington Plastics Co., produc ers ot plas 
tic Pype Identification Markers. The 


marker is color-coded and comes in one 





Rugged (‘onstruction for Feugged Use 
INDUSTRIAL FRAMES 


Indoors. Outdoors. Anywhere ! 


OPTICAL PRODUCTS CORPORATION 
NAVAL BASE, CHARLESTON, S. C. 
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Circle No. 127 on reader service card 
lruk-Boy, manufactured by General 
Scientific Equipment Co. The air vent 
pouring spout assures splash-free flow 


at three to five gallons per minute. 


Circle No. 169 on reader service card 


A LEAK-PROOF safety drum faucet has 
been designed specifically for control of 


flammable liquids by Protectoseal Co 


a 








LICKS POISON IVY! 


MSco A-17 POISON IVY OINT- 
MENT in new handy package. Tear off 
corner and squeeze. Quicker, on-the- 
spot protection. It’s another big ad- 
vance in unit packaging, just as you 
would expect from MSco, headquarte 
for poison ivy treatments. Unit A-17 is the 

i/ and most widely used preven- 
tive and treatment for poisonous plant 
dermatitis in industrial first aid... has 
by far the longest record of successful 
case histories. See your MSco distribu- 


cor, OF Write TOL 
pensing only when an operator is pres- clinical data and 


\ spring-mounted handle permits dis 


ent. Made of non sparkling brass with free illustrated poi- 
a cadmium plated steel handle, the sonous plant iden- 
faucet can be pad-locked in closed posi tification guide. 


tion, 


Specials un fest adil 
Circle No. 170 on reader service card 
Medical Supply Company 

The odor and germs are in the crust Rockford, Ill. «In Canada, it’s Safety Supply Co- 
under the rim. Hold a mirror in the 


bowl and see where odors come from SOUND-PROOFED MOTOR is one of the 
Sani-Tate Liquid Bow] Cleaner stop 
added features of the new Model WD-6 


SOLVE 
them by removing those hidden in S 
crustations which harbor germs. It’ wet-dry vacuum cleaner produced by 
a powerful, noncorrosive disinfectant Clarke Sanding Machine Co. The unit 
, ' iT 





which makes bowls completely sani Ee 
tary with one application. Pleasant 
smelling Sani-Tate cleans off stain 
and dirt with little effort, keeps pore: 

lain brightly polished without dange: 
of harming the surface... and dos 

all three jobs at once. Saves labor, 
saves time and materials. Get ow 
free Sani-Tate Mirror Card and give 


1} 


your toilets the mirror te st whi h will 


show you why you need Sani-Tate. = MECHANICAL hearing protector 
NOT AN EAR PLUG 


i 


combines compactness with powerful Inner valve actuated by sound pressure 
tio cA cena’ tabilit It eae automatically controls sound entering ear; 
ste pc apts A. — it ac aa ea removes harm from noise without interfering 


oot FREE 
nat SAN A7. OF ures 24” high and 14” wide. Dry capac- with conversation or normal air circulation. 
MIRROR hy ieee 
ag RY caro Sani-Taf?. ity of the machine is 2 bushel; wet, INSURES AGAINST HEARING LOSS 
=: — ani: a 2% gallons. 


‘ | HEAR WITHOUT REMOVING FROM EARS 
Circle No. 171 on reader service card © A SUPERIOR SAFETY DEVICE 


awn” ons 
mesg STOPS - 
ste eee 


4 


® IN EFFECT, A PROTECTIVE EAR DRUM 
© TINY, COMFORTABLE, DURABLE 

® EASILY CLEANED . . . NON TOXIC 
e@ ACCLAIMED . . . RECOMMENDED BY 
THE COST OF CLEANING coffee urns EMINENT EAR SPECIALISTS 


and servers, stainless steel, and general 


Huntington Ferns Laboratories hospital equipment can be cut as much Send Cy TES Gates 


Huntington, Indiana as 757, according to Vacuum Can Co., SIGMA ENGINEERING COMPANY 
TC a Pe ee Continued on page 100 1491 Vine St. Los Angeles 28, Calif. 
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‘Here! If this stuff 1S 
] ] 1 
1 DY comp! 


trya WEST J 
into full-bodied suds 
cleans thoroughly 


eaves a SOO thin iw arter fee] 


— is avi f WEST 1 Soaps to answer the 
needs of any washroom. Quality never varies. All are painstakingly 


formulated and controlled: 
wed 
( hemi ally tested 


tree of harsh ; ilka 


made with highest grade, edible coconut oil. 


L vour nearest West representative show you why WEST quality 


Liquid Soaps are economical, too. He'll also be glad to show 
vou our modern line of individual dispensers, soap systems and other 


washroom equipment. Just write. Or call your local West office. 





FREE BOOKLET 


Use your business letterhead to request our 16-page booklet, 


Soap and Soap Equipment.” 


WEST DISINFECTING COMPANY 
Dept. 3, 42-16 West St. Long Island City 1, N. Y. 





Branches in Principal Cities © Im Canada: 5621-23 Casgrain Avenue, Montreal 
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NEW PRODUCTS “NO DRYING — NO WASTE" is the 50 feet ot 3/16” dual welding hose and 
claim for PHLO Waterless Cleaner, shorter lengths of 1/4” or 5/16” dual 


Continued from page hose 





Circle No. 175 on reader service card 


producers of AerVoiD Live Oxygen 


Cleaner. The cleaning product is said THAT "EXTRA" in slip resistance is 


to remove dirt, scale, tarnish, and stains promised for users of Hillyard Chemical 


with a once-over treatment. | °'SPansen eer Co.’s Super Hilco Lustre floor dressing. 


Circle No, 172 on reader service card 


HIGH STYLE, perfect comfort, and sure 
safety are combined in the new “Flip- 


Ease” safety oxford produced by Iron 


Floors treated with the product are said 
now packed in disposable refill cans. to have the extra measure of slip-re- 


Ihe containers fit right into the regular sistance without sacrificing the hard 


dispensing units. Refills can be posi- wearing qualities of finest carnauba 


tioned in about 10 seconds. products. The dressing is easy to main 


tain. It can be buffed time and again. 
Circle No. 174 on reader service card si Bi a a 


Circle No. 176 on reader service card 


A WELDING HOSE REEL which is 
claimed to increase hose life trom LOADING DOCK SAFETY will be less 


three to five times is being produc ed of a problem when vou streamline with 
Age Div., H. Childs & Co. The shoe fea by United Specialty Corp. The UL- magnesium truck dock boards such 
tne Ts approved reel keeps hose off the floor as those manufactured by Magline, Inc 
tures a patented Talon Shu-Lok fastener except when it is in use, improving ; raeaCts ge cane ea 
which is adjustable for perfect fit. plant housekeeping and removing a These boards are now available in 


Circle No. 173 on reader service card common hazard. The reel holds up to Continued on page 102 





fasy OW the FU) CLS 14 Your insides feel like a 
for holding F \ — SAND STORM 


*% STEEL STAMPS 
* CHISELS 
*% OTHER HAND TOOLS 


y —il YOU NEED A 
i” “l uminum-Line’”’ | DUPOR 
|) 7” ADJUSTABLE AUTOMATIC 


Ss A N 1) T0 OL far eo Water-Cooled Respirator 
gl z Mt Sponge filter saturated in cool, 
HOLDER 4 clear water provides moist air 


for comfortable breathing. Ideal 
protection against dust, fumes, 
Keep precious i. smoke, paint spray. Full pano- 
fingers safe from off-angle ‘d g % % rama visibility. Can be worn 
hammer blows. Just place the hand tool ’ ” “es with goggles or glasses. Work 
in the holder and hammer away—with ’ refreshed, order a water-condi- 
greatest possible safety. Three sizes tioned respirator today! Sample, 
available for tools '4"’ to 114"’ square. $2.00 postpaid. 


Wectoy Write for Catalog 100 


. 2 A. H. S. COVER, P.O. BOX 2508 
SAFETY ee, : South Bend 14, Indiana 


“Respirators for Industry 
MARKING TOOLS 4 @ since 1894” 


1057 CHATEAU STREET, PITTSBURGH 33, PA. 


Circle No. 101 on reader service card for more information 
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NEW 
SCHRADER 
AIR PRESS 


It’s compact and 
power packed! 


It stamps, coins, broaches, rivets, 
stakes, presses, shapes, bends, 


assembles—many other uses! 


Pat 


Pg 
i 
HEAVY, RUGGED BASE forms 
foundation for large mact 


face table area 


Modern “muscles” of compressed air never tire . . . 
get more work done at less cost! 


This modern Air Press has unlimited possibilities for speed, 
power, positive performance. Available as single acting for im- 
pact jobs; double acting for squeeze and power withdrawals. It 
requires minimum space, next to no maintenance, is extremely 
versatile in adapting to operating controls. Can’t be beat for low 
cost practicality. 

Important feature: Control and speed of the extra heavy cylin- 
der and ram can be varied as necessary, by using standard Schrader 
Air Control Accessories that adjust in seconds. 

Write for Catalog data describing Air Press fully —including 
variety of controls, accessories and prices. You'll be surprised at 
the low prices! 

A. SCHRADER’S SON 
Division of Scovill Manufacturing Company, Incorporated 
470 Vanderbilt Avenue, Brooklyn 38, N. Y. 





LEADERS IN AIR CONTROL SINCE 1844 


ESTABLISHED IN 1844 
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NEW PRODUCTS 


Continued tr 





fire and explosion caused by sparks. The 
it contains hermetically 


cury-to-mercury contacts. 


Circle No. 178 on reader service card 


stock lengths from 30” to 72” and in 
widths of 36”, 42”, 48” 
are rated in axle 
2,000 pounds. 


, and 60’ They 


load capacity up to 


Circle No. 177 on reader service card 


USE THE. READER SERVICE CARD 
FOR VALUABLE REFERENCE DATA 


SAFE-LOCK RECEPTACLES, for use ir 
hazardous and explosive areas, are beit 


produced by Industrial Automation 
Corp. The switch acts as a circuit break 
er when a cord set is removed or it 


serted, thus eliminating the dangers of 


ping goggles being produced by the 


safety Div., Boyer-Campbell Co. The 
goggles can be comfortably worn over 
personal glasses. They can be raised to 
inoperative position and then lowered 


igain when needed, without readjust 


ment 





d Circle No. 179 on reader service card 
a | f= 


A BENCH OILER 
heing manufactured by Plews Oiler, Inc 
All-brass in 


comes in a one-pint, nine-inch spout 


that’s spark-proof is 
sealed mer 


construction, the oiler 


$1Ze, 


Circle No. 180 on reader service card 


IN PERFECT BALANCE are the “Super 


gard” safety cap and welding or chip 


SOFT PLASTIC FRAMES on these safety 


goggles adapt readily to any size ot 


shape of head, providing 


comfort and protection. Made by Welsh 


maximum 








TWO Rugged Lines In 
Straights and Extensions 


*A® SAFE-WEIGHT. For heavy duty service. 
Open features 
rung-to-rail assembly. 
resistance to rung. turning. 
Straights to 24 feet; ex- 
tensions to 70 feet 


web, angle side rail 
proven “Boss’ 
Positive 


Flared base. 


*B* AMERICAN STANDARD. 
Ladder featuring "I’’ beam side rail 
plus patented “Boss” rung-to-rail as- 
sembly. Meets proposed ASA Safety 
Code. Straights to 20 feet; extensions 
to 40 feet. 

FREE ALL-PRODUCTS FOLDER [7 77 


i 
i | poursvicee | 
giving the | ,asemwe J 
complete line of Louis- | @& i 
: 7 2 mates Me 
ville Ladder Products. 1 less 


Steps. 
=~ PLATFORMS. 


LOUISVILLE LADDER CO, j==sarows | 
DEPT. 0-6 
1101 W. Oak, Louisville, Ky. 


New, lighter 


Write for handy all-prod 
ucts folder 


ive 
» 


BS 


WA os 


‘he oa 
Circle No. 104 on reader service card for more information 
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IMPROVE PLANT SAFETY 
...- AND CLEANLINESS 


WITH 
SWEEPERS 


Keep your plant clean and safe with a handy tractor- 
mounted M-B Sweeper. These compact units are ideal 
for sweeping driveways, yards, parking areas, plant aisles, 
storage areas—and they serve double-duty in Winter 
sweeping snow from plant streets and sidewalks. Brush is 
quickly detached for drawbar work. 

All M-B sweepers have longer wearing fiber or steel 
brushes, 5’ or 6’ long. At 30° sweeping angle, they sweep 
4’ or 5’ wide path. Floating action broom compensates 
for uneven brush wear and follows surface contour; 
hydraulic control raises brush 8” to clear obstructions; 
fully engineered with mounting for most popular tractor 
makes. Ask your tractor dealer about an M-B Sweeper 
or write M-B Corp. for details. 


PACKER BODIES © LINE MARKERS ¢ SWEEPERS » PAINTS AND BEADS 


CORPORATION 


NEW HOLSTEIN WIS 


y MANUFACTURERS OF QUALITY 
‘ MUNICIPAL AND CONSTRUCTION EQUIPMENT SINCE 1907 


Circle No. 105 on reader service card for more information 
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THERE ARE 
ALL KINDS OF 


SAND 
BLASTING | 
CONDITIONS 


PROTECTS UNDER MODERATE 
BLASTING CONDITIONS 
AT MINIMUM COST 


Lightweight, comfortable, 
fibre head-frame, adjustable 
and replaceable 

hammock assembly. 
Available with wire screen 
window or laminated glass 
with wire screen shield. 


SAFETY EQUIPMENT CORPORATION 
644 Pacific Street, Brooklyn 17, N.Y., STerling 9-0200 
1007 Washington Ave., St. Louis, Mo., CHestnut 1-9393 
Write for further data and price request cata 
of Sandblast Hoods 


(oir supply included) for every blasting condition 


oq describing complete line 


Circle No. 106 on reader service card 
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Mig. Co., the coggles 
for light grinding, chippu 
cal operations. They are 
four ventilation styles 


Circle No. 181 on reader service car 


SOUNDSCOPE," a portal 
rit ind inaivZing l 
recently introduced by Mine 


pliance Co. The instrument ser\ 


It also operate as an analvze!r 
ng sound in each ot 
» determine noise pe iks 


instrument weighs only 20 pounds 


Circle No. 182 on reader service card 


GASOLINE-POWERED, this! 
sl ombination scrubber 


factured by Finnell Systen 


w . 


cleanser, scrubs, and 
one operation. One 
ill working parts. The 
two 15-ine h brushe s, coverin 


scrubbing surtace 


Circle No, 183 on reader service card 


STORAGE of heavy electrical cable 


isily accomplished with a new ca 





. 


ESTABLISHED 
SUPERIORITY 








, 
als x 


‘NEO SOL 


IN BLACK AND TRULY WHITE 


Neo-Sol ill-n 


WITH GRIF 
HAND OR 
SMOOTH FIN 
Jobber Inquiries 
Invited 


CHARLESTON RUBBER CO. 
22 STARK INDUSTRIAL PARK 
CHARLESTON, SOUTH CAROLINA 


FREE / Industrial Protective 
. 


Equipment catalog 


| 
| 
| 
| 
| 


l _ SS eS 
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McDONALD PRODUCTS 
Satery Designed. 


with comfort in mind! 


M®Donald Rialto 
Safety Ladder 


makes any ladder 


DOUBLY 
SAFE ! 


r 
| 
| 
| 
| 
| 


10 suction cups firmly grip smooth, 
wet and slippery surfaces 


Specially designed 
steel toe digs into 
snow, ice, gravel 


The McDonald Rialto Safety Lad- 
der Shoe installs rigidly and per 
manently on any ladder with three 
connecting bolts—not merely 
screws. The greater level contact 
surface and suction cup foot 
make the ladder doubly difficult 
to tip — permit safe operation on 
surfaces normally inadequate for 
ladders. Send coupon for infor- 
mation and prices 


5721 WEST 96th ST., LOS ANGELES 45, CALIF 
Other Offices in San Francisco and Houston 


B-F-M°Donald Co. 


Manufacturers & Distributors of 


Industrial S977 / Equipment 
» 


Please send information and prices or 


RIALTO SAFETY LADDER SHOE. 


. 108 on reader service card 
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reel specifically designed for this pur- 
pose by Clifford B. Hannay & Son, 
Inc. The reel is available with ex 
plosion-proof electric motor rewind ot 


with geared crank rewind. 


Circle No. 184 on reader service card 


ULTRA-LIGHT, yet rugged is the new 
Home Master step ladder manufactured 


by Louisville Ladder Co. It has many 


heavy ladder” safety features, includ 
ing ridged steps, rubber feet, and non 
skid rings. The ladder is available in 


sizes from 2 to 6 feet 


Circle No. 185 on reader service card 


AN AUTOMATIC SHUT-OFF VALVE, 
particularly adaptable to use with fuel 
oil storage tanks, has been made avail 
able by General Controls Co. The valve 
shuts off the flow of oil in event of fire 


or other hazardous condition. 


Circle No. 186 on reader service card 


INDUSTRIAL DUSTS are controlled in 
a highly effective manner by the new 
“Ventrijet” wet dust collector manufac- 


tured by Pangborn Corp. The photo 


graph shows dust laden air entering the 


collector, mixing with water particles, 


and discharging dust-free. The unit is 
available in a range of capacities from 
approximately 1,000 to 30,000 CFM in 
single and double row tube types. 


Circle No. 187 on reader service card 
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Common industrial dust’’ magnified 315 times 
Photomicrograph by University of Minnesota 


but TORIT traps it 


Though some dusts are much more 
toxic, “‘common industrial dust’’ is 
dangerous enough: it overloads 
lungs, injures eyes, causes derma 
titis, increases sniffles and colds 

can explode. Torit dust collectors 
give you control over dust at its 
point of origin. Unitized for porta- 
bility— you are not limited by a cen 
tral built-into-the-building dust con- 
trol system. Many models and sizes 
Available for immediate shipment 
See Sweet’s Machine Tool File or 
write today. Priced from $190.00. 


TORIT MANUFACTURING CO. 
DEPT. 806 


311 Walnut Street, St. Paul 2, Minn 














A Brand New Number 
for SAFE DRIVER 
ond RODEO AWARDS! 


Height 612” 


Also available in 
other sizes. Write 
for FREE complete 
catalog. 


RD-SD with 
) SAFE DRIVER 
Y EMBLEM $5.50 


RD-RO WITH- 
OUT EMBLEM 
$4.50 


F.C.B. Chicago 


es st — 
Gleaming gold-plated, fully 
modeled figure mounted on ivory 
tone base with engraving band. 
Safe Driver emblem appropriately 
enameled. 

CLARENCE WILLIAMS 


WILLIAMS JEWELRY & MFG. CO. 
DEPT. OH-6, 10 S. WABASH AVE. 


Phone: CEntral 6-5018 . Chicago 3, II! 
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A CASE TAKEN FROM THE 
FILES OF THE AMERICAN 
ARBITRATION ASSOCIATION 





The American Arbitration Association is a non-profit member- 
ship corporation, organized to advance knowledge and use 
of labor-management, commercial, and international trade 
arbitration. The award of the arbitrator in the case described 
below is not to be taken as an indication of how other 
arbitrators might rule in apparently similar cases. 


WHEN A UNION and an auto parts 
plant negotiated a collective bar- 
gaining agreement, they made no 
special mention of female em- 
ployees. All employees were to be 
treated alike, in accordance with 
plant-wide seniority. 

The only qualification was con- 
tained in the seniority clause. 
which said that “skill and ability 
to perform the work shall be given 
proper consideration,” and that if 
management desired to by-pass a 
senior employee because of special 
skills or ability of a junior, it 
“shall be done only by agreement 
between the company and the bar- 
gaining committee.” 

The company found it necessary 
to recall some laid-off employees 
to the shipping department, but 
decided the work was too heavy 
for three women near the top of 
the seniority list. The union did 
not agree to by-pass the women. 
but the company called in three 
men in their place. That brought 
the case to arbitration. 

Management presented a for- 
midable array of evidence: per- 
sonnel records concerning a slight 
injury to a female shipping de- 
partment employee sustained when 
she dropped a box on her foot, 
statements by state compensation 
board officials on the hazards of 
lifting heavy weights, and photo- 
graphs of the shipping room that 
showed the difficult conditions of 
work. 

The union rested its case largely 
on the contract; there was nothing 
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in it, the union attorney explained, 
that gave the company the right 


to discriminate against women. 


The Arbitrator's Decision 


The arbitrator reminded the 
parties that he had no power to 
“add to, subtract from, or modify” 
their agreement. Whether he liked 
the contract or not, he was limited 
to interpreting its provisions. He 
said: 

“We sympathize with the com 
panys feeling that the work in 
the shipping department is not 
suitable for women, that some 
thing like half of this work is too 
heavy to expect women to regu- 
larly perform, and that if the 
women do only the light work in 
the department they will be getting 
equal pay for unequal work. So 
far as we can see, these claims 
are true. 

“But the union points to the 
agreement adopted by the parties. 
\ll the company has told us may 
he true, but what it did was con- 
trary to the contract. 

“Whether we like it or not, the 
three aggrieved employees have 
rights under the agreement. The 
grievances must be sustained, with 
full compensation for time lost 
subsequent to the filing of the 
grievances.” @ @ 





Prevent 
Accidents 


caused by 
Salt Deficiency 
in Hot Weather 


Salt deficiency can cause heat fa- 
tigue — the tired, listless feeling that 
leads to accidents. In extreme cases, 
it can result in heat exhaustion. 


Prevent 
this Condition with 


Pep- 


Fhe Ouginal and Highest Quality 


Everyone can take them because 
they are impregnated for slow dis- 
solving; won‘t cause nausea or “salt 
sickness.” 


MAKE SURE YOU GET 
GENUINE IMPREGNATED TABLETS 
To be sure, you must either con- 
duct elaborate laboratory tests — 
or buy from a manufacturer with 
proven experience, “know-how, 
elaborate specialized equipment, 
and laboratory techniques for 

ity control. 

our impregnated salt tab- 
lets have been manufactured for 
the past 8 years exclusively by 
USSSCO, under patent No. 2,478, 
182 —the original U. S. patent 
granted for impregnating salt 
crystals. “Pep-Up” tablets meet all 
Federal specifications. 





Also 
packed in 
For Extra 
Convenience 
packed in rugged 
Package expendable dis- 
pensers sanitary, 
economical, conve- 
nient. When empty, 
throw away, and 
= hang up new one 
1000 
Tablet 
Dispenser 


*““Perma-San” 
Stainless 
Steel 
Outdoor 
Holder 


10 
Tablet 
"Vest 
Pocket’ 


Packet 











EACH SALT CRYSTAL 
INDIVIDUALLY COATED 
Monufactured, — 
packaged, and sold direct by 


UNITED STATES SAFETY SERVICE CO. 


Bs 1215 McGee St., Kansas City, Mo. 
Branches in Principal Industrial Cities 
In Canada: Parmelee, Ltd., Toronto & Montreal 
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Poorly maintained and used 


improperly 


electrical equipment — including defective 


wiring — starts 19° of all industrial fires. 


Look for hot bearings, too-noisy machines, 
belts 


broken machinery, jamming of raw stock. 


poor 


adjustment of and conveyors, 


Textile mills especially suffer from tramp 
metal in raw wool and cotton. Use magnetic 


separators to remove it. 


Cutting and welding torches, open gas and 


oil flames, still cause a lot of fires. Insist 


on careful use of such equipment. 


Enforce the “no smoking” rule in 


loaded with highly 


areas 
combustible materials: 


provide adequate fireproof waste receptacles. 


Keep rags and waste in covered metal con- 
tainers—and see that used ones are removed 


daily. Clean flues and ducts frequently. 


Arrange plenty of clearance between com- 
bustible materials and heat-producing equip- 


ment—lamps, furnaces, pipes, hot metal. 


Sparks from burning rubbish, foundry 


stacks, like 


be prevented by good combustion chambers 


cupolas, chimney and the can 


and spark arresters. 


Automatic temperature controls help check 
ires caused by overheating of materials in 
f 1 by heating of t I 

: , 
process; men don’t watch well enough! 
Static electricity, molten substances, light- 
ning, chemical reactions—they all have to 
be guarded against. They cause 14% of 
industrial fires. 
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PROTECTION 
FOR INDUSTRY 


The chick causes of plant fires! 


ELECTRICA 
MACHINE FRI 


SPONTANEOUS GNI (AOA 
EXPOSURE TO HEAT /i 
SPARKS FROM FIRES#INIE 
QVERHEATED MATERIAL SIE 


MISCELLANEOUS 





NEW 
# LIGHTWEIGHT 


Maico AUDIOMETER & 


WITH NEW FEATURES 


| CUTS | 
G TEST 
_ TIME. 


( i | 
» IT8 PORTABLE! 








F 


| LOOK AT THESE We OTHER FEATURES 


[MY “Feather-Touch” LATERAL CONTROLS Protect the Fingers 

[Y Dual TONE INTERRUPTORS Speed Testing Procedures 

IW “Vista-Vision” CENTRALIZED DIALS Cut Operator Fatigue 

[Y Lightweight SHOCK-PROOF CASE Withstands Hard Usage 

[ Self-Indexing HEARING LOSS CONTROL and FREQUENCY DIAL 

[4 SMALLEST (CUBIC VOLUME) AUDIOMETER BUILT TO A. M. A. 
AND A. S. A. STANDARDS 


pewter ss ss sss see ese eee 
THE MAICO COMPANY, Dept. 66A 
21 No. Third St., Minneapolis 1, Minn. 
Please send me detailed information on the Maico MA-2 Audiometer 
and have your representative call. 


Name_ 


Company 
Address__.__ > 


City S : State ee 
Be eee 


a a ee ee ee ee 
| 
| 
a ee ee ee ee ee oe 


| 
| 
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WHAT’S NEW 


Kentucky Law 
Broadens Benefits 


UNDER the new occupational disease enactments in 
Kentucky, which become effective August 1, 1956, the 
term “occupational disease” is changed to mean “a 
disease arising out of and in the course of employ- 
ment.” Previously, the term included only disability 
caused by silicosis or by inhaling noxious gases and 
fumes. 

Under the new workman’s compensation amend- 
ment, also effective August 1, no compensation is pay- 
able for the first seven davs of disability unless dis- 
ability continues for more than two weeks (formerly, 
more than three weeks). 

Maximum weekly compensation payments in case 
of death increase from $26 to $30, minimum from $7 
to $12: maximum weekly compensation in case of 
total disability increases from $27 to $32, minimum 
from $7 to $12; in cases of partial disability, the 
increase is from $24 to $27. 

The maximum period of compensation for total 
disability is decreased from 10 years to 425 weeks; 
for partial disability, the decrease is from 450 weeks 
to 400 weeks. 

Total compensation payable in case of death is now 
$12,000 instead of $9,500: in case of permanent total 
disability, the increase is from $11,500 to $13,600; 
and in case of partial disability, the increase is from 
$9.500 to $10.800. 


New Benefits 
In Pennsylvania 


S1ncE March 29, 1956, workers in Pennsylvania have 
been covered under a broadened workman’s compen- 
sation and occupational disease law. 

Provisions of this new legislation increase maximum 
payments for death or disability resulting from sili- 
cosis, anthracosilicosis, or asbestosis from $7,500 to 
$10,000; maximum weekly compensation for death 
from $32.50 to $37.50, and minimum from $13 to 
$15; maximum for total disability from $32.50 to 
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eae ens si a 
$37.50, and minimum from $22.50 to $2>. 


An increase was also made in the maximum for 
partial disability, from $23 to $27.50 per week. The 
weekly wage upon which death benefits are based was 
upped from $49 to $56.25. 


The weekly compensation payable for dependent 
children after 350 weeks and until they reach the age 
of 18 was increased as follows: one child, from $9.40 
to $10.75: two children. from $13 to $15: three chil- 
dren, from $17.50 to $20.25; four children. from $22 
to $25.50; five children, from $23.50 to $25.50: six 


children, not in excess of $30.50. 


The amendment also provides for additional com- 
pensation covering certain scheduled injuries during 
the healing period. This additional amount ceases 
when the employee returns to work without impair- 
ment of earnings, or on the last day of the period set 
forth. whichever is earlier. 


lhe healing periods are these: loss of a hand. 20 
weeks; loss of a forearm, 20 weeks: loss of an arm. 
20 weeks: loss of a foot. 25 weeks; loss of lower leg. 
25 weeks: loss of leg, 25 weeks; loss of eve. 10 weeks: 
loss of hearing, 10 weeks: loss of thumb or any part 
thereof, 10 weeks; loss of finger or any part thereof. 
six weeks: loss of great toe or any part thereof, 12 
weeks: loss of any other toe o1 part thereof. six weeks. 





WHAT ABOUT RADAR HAZARDS? 


Se engineers feel radar and electronic equip- 


ment have little in common; others group the 
two together. Whatever your own view, the fact re- 
mains that radar and electronic equipment hazards 
are, in many respects, about the same. 


Lockheed Aircraft Corporation, Burbank, Cali- 
fornia, recently completed extensive tests among 226 
employees who had experienced exposure to radar 
rays that varied from “occasional” to “four hours a 
day over periods of up to 13 years.” 


Results of the tests, according to Charles I. Barron, 
M.D., Lockheed medical director, were these: 


1. No significant effect on the human body caused 
by radar rays has been uncovered. 


2. Because radar can produce heat effects, and be- 
cause it’s hard to evaluate exposure dosage now, more 
studies are needed in order to guarantee safety for in- 
dustrial workers. 


3. No indication of any important physiological 
effect was found. 


However, Dr. Barron concluded in his report to the 
Aero Medical Association, “there should be no easing- 
off of safety precautions, especially in view of the in- 
creasingly powerful radar being put into service these 
days.” ee 
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End slipping 
hazards! 


PREVENT COSTLY ACCIDENTS 
with GRIP-TREAD 


MASTIPAVE 


NON-SLIP...WET or DRY 


Reduce accidents and time losses with GRIP-TREAD 
... the floor covering that costs little, looks 

good, wears even better! It’s the super-tough, 
super-safe floor with the “built-in brakes”... 

a surface you can’t slip on! Yet GRIP-TREAD is 
resilent, less tiring to stand on. For 

SAFETY, for ECONOMY, specify GRIP-TREAD. 

In rolls, 36” wide, og terra cotta color. 

Only PABCO makes GRIP-TREAD MASTIPAVE. 


Get all the facts about 
GRIP-TREAD MASTIPAVE from 
The MAN from PABCO. 


MAIL THIS COUPON TODAY! 
BEEBE BHEEREBHESBEESE 
PABCO PRODUCTS INC., San Francisco 19 


Please have The MAN from PABCO call. 


Without cost or obligation, send your folder, 
“Every Building Needs Pabco MASTIPAVE.” 
NAME___ 
COMPAN 
ADDRESS_ 
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RIGHT OFF THE 


Stomach Trouble or 

Work the Accident Cause? 
Lizzie BaRRETT’S injury was diagnosed as a lumbo 
sacral sprain when she was taken to the doctor by her 
husband. Lizzie was a tung nut harvester in Pear] 
River County. Mississippi. She was directed by the 
foreman on the job to sack the tung nuts and put 
them in the forks of trees. Each sack weighed about 
28 pounds, 

While so working one day, she felt something pop 
in the lower part of her back, fell to her knees, and 
vomited three or four times. She reported her injury 
immediately to the foreman, who asked her if she was 
badly hurt. He told her that if she was hurt badly, he 
would take her to see a doctor. Lizzie declined the 
offer, and after a short rest period resumed her work 
for the rest of the day, although she still suffered acute 
pain. 

She felt worse the next morning, and was taken to 
the doctor, who diagnosed her injury. To her claim 
for compensation her employer contended that the 
injury did not arise out of and in the course of her 
employment. 

The court, basing its decision on the circumstances 
of the accident and the diagnosis of the doctor, said 
that it did. 

Claim allowed. 

H. H. Pepper v. Barrett Supret 


October 3, 1955. (82 So.2nd 580 


irt of Mississippi, 


You Don't Have to 
Know You're Hurt 


Must THE claimant in a workman’s compensation case 
know that he is injured? The Georgia Court of \p- 
peals recently answered that one. 

The claimant, C. P. Ray, said he didn’t know 
when he was injured, but nevertheless felt that his 
injury was a compensable one. Ray was employed by 
Kraft Foods Company and spent his entire eight-hour 
day lifting heavy boxes of cheese onto a table. It was 
estimated that Ray lifted about 10.000 pounds an hour. 

One day, while engaged in his work, Ray noticed 
a pain in his leg, slight at first, but growing progres- 


sively worse. A few days later he consulted a doctor 
who diagnosed the case as a cold in the leg and pre- 
scribed rest. Ray then took his vacation, but the pain 
continued. When he returned to work, he told the su- 
pervisor that he would be unable to do heavy lifting. 
Four weeks later his injury was diagnosed as a rup- 
tured disc. 

When asked about it, Ray replied that he did not 
know exactly when his injury took place and that 
there was no partic ular incident which caused his dis- 
comfort. 

When Ray filed claim for compensation, his em- 
ployer defended the action by saying that if Ray did 
not know of any accident, there could not have been 
any. 

The court said that an injury arising out of and in 
the course of employment may be established not only 
by direct evidence, but by circumstantial as well. It 
matters not, said the court, that Ray did not know 
when the accident occurred. The law requires the 
accident, but does not require knowledge of the acci- 
dent on the part of the claimant. 

Claim allowed. 

Ideal Mutual Insurance Company v. Ray: Court of 


Appeals of Georgia, June 27, 1955 (88 5 E.2d 428) 


Coffee Break 
Injury Compensable? 


THE VERY common custom of the office “coffee break” 
was the subject of a recent compensation claim in 
Michigan. 

Micaela Salmon was employed by the Bagley Laun- 
dry Company of Detroit. Miss Salmon’s job was to 
feed clothes into a mangle and fold them when they 
came out. It was a custom at the laundry company 
to provide a period of ten minutes each morning 
and afternoon during which time the employees were 
permitted to leave the laundry for a so-called coffee 
break. No deduction of wages was made during that 
period. 

On the day in question, Miss Salmon left the laun- 
dry at the appointed time to go to a nearby res- 


taurant to have coffee. As she walked out of the 
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ridiculous yes,...but shoes without 
safety steel toes can be just as risky 
Today you can select safety shoes for your workers ranging 
from the finest dress oxfords to heavy duty work boots . . . 


all having the maximum steel toe protection afforded by the new 
improved WINGUARD steel toes. 




















. 


| 


actual photograph of new 
improved WINGUARD toe 


Safety Box Toe Company 


S12 STATLER BUILDING ° BOSTON 
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Clear-Vue Saw Guard 
It’s transparent...It's automatic 


Here is the most practical saw guard ever developed 
for tilting table or arbor saws. It’s always in place... 
always protects; yet it is never in the way... never blocks 
a clear view of the work. 

Clear-Vue Saw Guards rise automatically to wood 
level; close immediately at end of piece. Two automatic 
devices with grip teeth prevent kick-backs ...giving com- 
plete safety to all sawing operations...at low cost. Send 
for Bulletin No. 63 


Safety Equipment For 


Every Hazard 


—— 


1 
SAFETY-RATED | 


| 
PRODUCT 


GENERAL SCIENTIFIC EQUIPMENT CO. 


2705 W. Huntingdon St. +« Philadelphia 32, Pa. 





CUT ACCIDENTS! 
SPEED PRODUCTION! 


Paint clear, 

longer-lasting 

SAFETY LINES 
with an... 


SEND FOR CATALOG! 
PACKER BODIES « LINE MARKERS « SWEEPERS » PAINTS AND BEADS 
CORPORATION 
A ere MANUFACTURERS OF QUALITY 
ene MUNICIPAL AND CONSTRUCTION EQUIPMENT SINCE 1907 
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laundry, she noticed some ice on one of the steps 
at the front door of the laundry; but on returning 
to the laundry at the end of the break, she must have 
forgotten about this ice, because she slipped and 
injured her left wrist. 

Miss Salmon made a claim for compensation for 
this injury. The employer refused to pay, and the 
matter was finally brought to the attention of the 
Michigan Supreme Court. 

This court said the fact that Miss Salmon was paid 
during the 10-minute coffee break had no bearing 
upon whether her injury arose out of and during the 
course of her employment. During this period, said 
the court, Miss Salmon and the other employees were 
exercising a privilege given to them by their employer; 
the employer had no control over the whereabouts or 
actions of the employees. Since Miss Salmon was not 
actively engaged in rendering a service to her em- 
ployer at the time she was injured. the court decided 
that her injury did not arise out of or during the 
course of her employment. 

Claim disallowed. 

Salmon v. Bagley Laundry Company: Michi 
Court. December 28. 1955. (74 N.W.2d 1) 


gan Supreme 


Violation of Rules 
Leads to Penalty 


THe Onto compensation law contains a section which 
provides that every room of a plant containing power 
machinery shall be provided with a means of dis- 
engaging that machinery from its source of power. 

C. Arthur Long was employed by the Butler Co- 
Operative Company. which operated a combination 
grain elevator, mill. and feed store. On the day of 
his injury, Long and another employee had run a 
quantity of corn cobs through the feed mixer. The 
mixer was a rather large machine located on the first 
floor and had a vertical screw extending two feet below 
the floor and into the basement of the mill. The mixer 
was operated hy an electrical switch located in the 
first oor room. 

After Long had put the corn cobs through the mill. 
he went into the basement to clean the residue from 
the bottom of the vertical screw. While cleaning the 
screw, a fellow employee on the first floor inadvertently 
started the mixer. Long had his left hand caught be- 
tween the screw and the casing at the time the mixer 
was started. causing him serious injury. 

There was no question but that Long was entitled 
to compensation. The only question in the case was 
whether he should be awarded an additional amount 
because of a violation of a safety regulation on the 
part of his employer. 

The employer defended this alleged violation by 
stating that the machinery fell into the category of 
elevators and dumb waiters, in that the mixer hoisted 
the feed from the basement to the hopper on the 
second floor. But the court held that the chief function 
of the machine was that of a grinder and not of an 
elevator and that the safety regulation clearly requires 
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that machinery of this nature be provided with some 
means of controlling its moving parts in all rooms 
where moving parts are located. 

Claim allowed with penalty against employer for 
violation of safety regulations. 


State ex rel. Long v. Industrial Com: 


Appeals of Ohio. February 16 


No Excessive Hazard— 
No Allowable Claim 


OscarR PosTtEL was 77 years old at the time of his 
death. He was employed as an elevator operator 

Prior to his death. Oscar’s health was good except 
for occasional headaches. indigestion. and chest pains. 
Shortly after he arrived at his place of employment on 
the day of the accident. he stepped outside of the 
elevator which he was operating, stood by the door 
for a short time, and fell to the floor of the lobby. 
sustaining a fracture of the skull that caused an intra- 
cranial hemorrhage and resulted in his death. 

There were two witnesses to the accident. One testi- 
fied that when he went into the elevator. Postel “walked 
outside and leaned against the edge” and “the last 
thing I knew his feet slid against the elevator door and 
his head hit the tile floor in the lobby. It sounded like 
somebody cracked a coconut.” 

The other witness testified that Postel came out of 
the elevator. “stood there a minute and his eves rolled. 
and he went over and his whole body struck the tile 
floor.” 

The only sounds heard by the witnesses were Postel’s 
head striking the floor and his deep breathing while 
he was lying on the floor. Testimony disclosed that 
both the floor of the lobby and the floor of the elevator 
were dry. 

Upon hearing the testimony, the Ohio court found 
that there was no evidence showing a condition or 
environment of employment creating a hazard in 
Postel’s job greater than that to which the general 
public was exposed. Postel’s fall was unexplained, and 
his heirs failed to produce evidence of a causal rela- 
tionship between the employment and his death. 

Claim disallowed. 


Postel v. Industrial Commission of Ohio: Ohio Supreme 


Court. July 6. 1955. (163 O.S. 617) 


Hearsay Evidence 
Produced Award 


ONE OF the most common rules of evidence states that 
hearsay evidence—that is, evidence brought in as the 
verbal understanding as to what someone else has 
said—is not admissible. One of the ex eptions to the 
hearsay rule, however, is that when the conversation 
about which the witness is testifying occurred at a 
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Coppus Airplane Type 
Mn, Heat Killer® 
cools large 
areas — 
restores 
efficienc 


HEAT KILLER on the job 
in drop forge plant. 














NOW! STOP WASTEFUL EXPENSE 





AT YOUR RAILROAD SIDING 





IF YOU actually saw a Lo-Hed Car puller in operation you'd 
probably order one in a hurry. It is a first rate investment 
— pays for itself fast. It puts a stop to shifting charges. Cars 
get loaded and unloaded in record time. Demurrage charges 
are slashed. Industrial accidents are minimized...And a 
Lo-Hed Car Puller saves money inside a plant, too — pulls 
loads in a straight line, up grades and around corners. 

Lo-Hed Car Puller is rugged, electrically-driven, built for 
trouble-free service. Write for folder telling you how to use a 
Car Puller in your plant. 


—AMERICAN ENGINEERING— 


COMPANY 
Dept. CP-183, Wheatsheaf Lane & Sepviva St., Philcdelphia 37, Pa. 
CANADIAN SUBSIDIARIES: Affiliated Enginering Corporations, Ltd. 
Montreal, P. 9. . . . Bawden Industries Ltd., Toronto, Ont. 


AE products are: Taylor, Perfect Spread and Vibra-Grate Stokers, Hele-Shaw 
and Hydramite Fluid Power, Lo-Hed Hoists, Lo-Hed Car Pullers, Marine Deck 
Auxiliaries 
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SPEED PRODUCTION 
SAVE THE HANDS! 


~ 


IPCO PUNCH 
PRESS FEEDER 


4 speed-up tool for lifting, feeding and 
positioning blanks of metal and other ma- 
terials in stamping machines and die 
presses without inserting the hands or 
fingers within the danger zone .. . Used 
for separating sheets, transferring from 
piles or stacks. Many other uses on all non- 
porous materials — fat or curved surface. 


WRITE FOR 
BULLETIN 
NO. 13 


PUD Safety Equipment for all Industrier 
INDUSTRIAL PRODUCTS COMPANY 


2826 N. Fourth St. Philadelphia 33, Pa. 
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Peseeeeseseees 


This man had 


3 TRIPS to 
st AID RO 


This man’s 
SPOILAGE 


| was too high 


This man was 
a GROUCH 


Make sure that every employee’s eyes are working 
efficiently TOGETHER, and you solve many of your 
plant’s problems. 

Managers who have adopted these visual checks 
are reporting: 44% fewer accidents; 20% less spoil- 
age; 45% saving in training costs . also higher 
production, and better satisfied employees. 

No plant can afford workers with UNHAPPY 
EYES. Mail the coupon for details. 


Keystone View Co., Meadville, Pa. 
ing WHAT PLANTS HAVE 
WITH VISION SCREENING. 


Send booklet tell- 
ACCOMPLISHED 


(Name) 


(Company) (City) 


SSS SS SS SSS SSR SSR ee 
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point close in time to the death of the other party. 
such conversation is admissible. 

Robert C. Leonard, a salesman for the Indiana 
Steel Products Company, met his death in an air- 
plane crash. The private plane in which he was sched- 
uled to travel from Valparaiso, Indiana, to Cudahy, 
Wisconsin, crashed shortly after takeoff. No word 
was heard concerning the whereabouts of Leonard 
for almost six months, when his body was washed 
ashore in Lake Michigan near South Haven, Michi 
ean. 

Leonard’s wife brought an action for death bene 
fits. claiming that her husband was killed while in 
the course of his employment. The employer contended 
that there was no evidence that Leonard was in the 
course of his employment at the time of the crash. 
and therefore denied the claim. 

The Indiana Court. however. accepted the testimony 
of one of Leonard’s friends. who stated that Leonard 
had told him just prior to takeoff that he was making 
that trip to call on customers for his company. 

The evidence of the friend was accepted by the 
court, in spite of the rule against hearsay evidence. 
since the statement was made contemporaneously with 
and approximately an hour before Leonard met his 
death. On the basis of the friend’s testimony. the 
court decided that Leonard met his death in the 
course of his employment. 

Claim allowed. 

me 


Oa eae ee ee ee onard: Indiana 


ourt. January 10. 1956 2d 162) 


Was She a Widow— 
Or Wasn't She? 


Greorce F. Dermian was killed as the result of an 
accident arising out of and in the course of his em- 
ployment with the Powers- Thompson Construction 
Company. That death benefits to his widow should be 
awarded was not in question. but whether Rebecca 
Dermiah was George’s widow was what the court had 
to decide. 

Rebecca claimed that she. as the common law wife 
of the deceased. should be entitled to his death benefits. 
The Dermiahs were married in 1944. In 1950 she 
brought an action for divorce and that divorce was 
granted early in 1951. In spite of the divorce she 
continued to live with her former husband as man and 
wife until the time of his death. 

After Dermiah’s death, his divorced wife sought to 
have the divorce decree set aside. At that time it was 
determined by the court that since neither party had 
been a resident in the county in which the divorce had 
been obtained for the statutory period, the divorce 
itself was fraudulent. Evidence also disclosed that the 
husband, under threats to kill her, forced Mrs. Dermiah 
to secure the divorce by false testimony. 

After her husband’s death, Mrs. Dermiah stated that 
after the divorce was granted she and her “husband” 
planned to be remarried, but no definite date was set. 

It was the opinion of the court that in spite of the 
fact that the divorce had been obtained fraudulently, 
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in the absenc e of knowledge of the « ourt that the decree 
Was so obtained, it was in full force and effect 


until 
the court gained the knowledge. 
In deciding Mrs. Dermiah’s claim for death benefits. 


the Indiana Court of \ppeals said that at the time « 
her husband’s death Mrs. Dermiah was 
wed to him unless she could show 


if 
not legally 
a common law wife 
relationship. To constitute a common law marriage in 
Indiana, it is essential that there be mutual agreement 
to contract marriage and assume the relation of hus- 


band and wife. There was no evidence to establish 


such an agreement between Rebecca Dermiah and 
George Dermiah. 
Claim disallowed. 
Dermiah v. Powers-Thompson Construction ( \p 
pellate Court of Indiana, October 21, 1955. (129 N.E.2nd 


425) 


General Rules 
Do Have Exceptions 


IT Is a general rule that a worker will not be com- 
pensated for injuries he sustains while traveling to o1 
from his place of employment. But this rule has some 
exceptions, It was on one of these exceptions that the 
wife of Codie McClendon sought benefits for 
husband’s death. 

McClendon was killed when a truck in which he was 
riding overturned. The truck belonged to his employer. 
and at the time of the accident it was being used to 
transport McClendon and several of his fellow em- 
ployees home from the saw mill where they worked. 
The truck was driven by another employee. The saw 
mill was located more than 12 miles from where the 
employees lived, and the accident occurred after work- 
ing hours and about half way home. MecClendon’s 
hourly wages started upon his arrival at the mill and 
stopped in the afternoon when he left the mill. 

The exception to the “going-and-coming rule” upon 
which Mrs. McClendon based her action was that the 
transportation of the workers to and from the saw 
mill constituted part of the wages which the workers 
received for their services. 


her 


Most of the saw mill’s employees lived in the same 
community as McClendon, and the employer had 
always made it a practice to furnish transportation to 
and from their place of work in company-owned 
vehicles. 

The court found from this evidence that here indeed 
was a case of an exception to the general rule, because 
if the employer had not furnished the transportation 
to his workers the saw mill could not have been oper- 
ated. The court said that there was an implied contract 
between the saw mill operator and his workers to 
supply the transportation as part of the consideration 
paid to them, and that McClendon was where his 
services required him to be at the time of his death. 

Claim allowed. 

{mmons v. McClendon: Supreme Court of Alabama, 
November 17, 1955. (83 So2nd 239) 
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new NO-TRAX MATS 


HELP YOU KEEP 


— CLEAN 


<5 
<< 
<t 






EVEN 
IN THE WORST 
WEATHER 





i slush from being tracked thro ign your build- 
igs. Employees’ shoes are waped clean by “Squee- 
see” action. Tapered edges prevent tripping. Sure 


grip treads hug the floor, hold mat in place. 





Contact your local Janitor Supply or write 


SUPERIOR RUBBER Mfg. Co. 


501 WEST 82nd STREET * CHICAGO 20, ILL. 


Manufacturers of No-Trax Mats for all types of service. 








water-tight 
vapor-tight 


and moisture 
proof 
portable lighting 


These 3000 series McGill 
Vaporproof portables are used 


extensively in flour mills, ele- 
vators, ships, food processing 
plants and warehouses to elimi- 
mate hazards of shock, glass 
splinters and sparks from brok- 
en bulbs. A heat and impact 


resistant globe seals against the 
molded phenolic handle to 
guard the bulb from splashing 
pre liquids. The best in protective 
3006 = portable lighting available in 60 
c= Wa or 100 watt bulb size with 

-- either metal or fibre cages. 





Send for new Catalog No. 84 


MSG | LL are always a little better 


ELECTRICAL ana aut ALL are Underw oy rs’ 
SPECIALTIES aboratories inspectec 











McGILL MANUFACTURING CO.,INC.  {3,%. compbettss 


Valparaiso, Indiana 
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“Professional Claimant"? 
Evidence Not Admissible 


BeTTIE JANE MILLS’ employer 
sought to deny her claim for com- 
pensation husband 
was a professional compensation 
claimant. 

Bettie worked for the South- 
western Bell Telephone Company 
in Odessa, Texas. She said her 
injury came about from a fall in 
the ladies’ rest room of her em- 
ployer’s building. 


because her 


The employer, not believing 
that this unwitnessed fall had oc- 
curred, introduced into evidence 
the fact that her husband had 
filed three compensation claims, 
and inferred that the family was 
“too compensation minded.” 

Evidence of this nature, the 
court ruled, was so prejudicial 
that it would deny the wife’s claim 


for compensation to be decided 
on its own merits, and therefore 
any previous claims by the Mills 
family inadmissible in 
Bettie’s case. 

The United States Court of Ap- 
peals entered a finding against 
Bettie’s employer and remanded 
the case for a rehearing on its 


were 


merits, 
Wills v. Texas Compensation In 
surance Company: United States 
Court of Appeals Fifth Circuit, 
April 12, 1955 (220 F.2d 942) 


e 


Strike Violence — 
Compensable Injury 


Mary Cutie worked as a machine 
operator for the Doge Company, 
who was engaged in the manu- 
facture of blouses on the tenth 
floor of an office building in New 
York City. 

Representatives of the Interna- 
tional Workers 
Union had requested the employer 
to organize the employees, but 


Ladies Garment 


Bag pI tc 


informed these 
representatives that the 


would 


the employer 
union 
have to request the em- 
ployees to join. After the union 
organizers did so, the employees 
voted against a proposal submitted 
to them to determine whether they 
wished to affiliate with the union. 
The factory was then picketed by 
persons who were not employees 
af the Doge Company. At times. 
the pickets would cry out at the 
employees. On occasions, in re- 
sponse to the request of the em- 
ployer, policemen were stationed 
on the sidewalk near the building. 

Miss Cutie was assaulted and 
injured as she departed from thé 
building one afternoon after the 
completion of her work. 

On her claim for compensation, 
the New York Court reasoned that 
it was a fair inference from the 
record that her injuries resulted 
from an assault by one of the 
pickets. 

Claim allowed. 

Cutie V. Doge Company: New 
York Supreme Court, Appellate 
Division, February 21, 1956. (148 


N.Y.S.2d 735) 





Protect workers’ hands from acids 


NEW HOOD B-41 \ 
BUTYL GLOVES 


Exclusive, non-porous butyl rubber resists strong acids 
danger of injury by absorption. Flexible, comfortable and rugged, too. 


AN 
Tas | 
PV-98 PLASTIC COATED 


Standard weight, abrasive- 


7703 NEOPRENE COATED 


14%” industrial weight 


( 


\ 
\ 
\ 
9 
\ 
‘ 
oa lessens 


URS 


\ 


\ 
x 


4% 
\ 

Ss 
. ] 


R-60 “GRIP-ALL” 


Coarse dust coated for 


\ 


.' 


with natural-fit fingers. resistant, liquid-proof. 


handling slippery objects. iN 


There’s co “Gum © \case 5ame Wrise for 
free Hood 

Glove Guide - 
shows you how to 


choose the RIGHT 
glove for EACH job. 


Glove for every job: gauntlet, glove or mitten 


HOOD RUBBER CO., Watertown, Mass. 


a division of the B. F. Goodrich Company 
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Constance Bannister photo 


“Who ever heard of going to First Aid for a simple 
seratch like this?” 


Number six in a series of twelve. For reprint instructions, see the fly 
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"SWEATING AND CLOTHES RUB ARE NATURALS ON MY JOB- 
THAT'S WHY I USE AMMENS? 


Burning and itching of the skin are com- 
mon in overheated job environments or in 
hot weather. Rubbing of sweaty clothes is an 
additional irritant. Chafing often becomes 
stubbornly chronic, especially in the obese. 
AMMENS MEDICATED POWDER gives 
cal “slippage” and healing medication for 
the sting of chafing. 


mechani- 


AMMENS ’ finely triturated talc and starch 
absorb moisture, soothe and heal heat rash, 
prickly heat or diaper rash. Oxyquinolin and 
zinc oxide help prevent bacterial invasion of 
macerated crevices. 

AMMENS is also excellent for the scrupu- 
lous care and hygiene of the feet which are 
so important to the diabetic patient. 


BRISTOL-MYERS COMPANY. 19 West 50 Street, New York 20, N. Y. 


DISTRIBUTOR F‘ 


HARLES AMMEN CO., 


ALEXANDRIA, LOUISIANA 
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TO ORDER BABY PHOTO REPRINTS 


Orders for reprints must be received by the 10th of 
the month following publication. Shipmen) in 10 days. 
Prices are as follows: 

1-19 copies, 25e each 

20-49 copies, 20c each 

50-99 copies, 15¢ each 


Over 100 copies, 12¢ each 


Please send me additional information and literature on items circled below. 
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REMOVAL OF CONTAMINATION tron 
otl s reported in abstract reprints 


in Atomic I nergy Commission report 


offered bv Calgon. Ine The 
“An Evaluation of Laun 

and Techniques Ised in 
contamination of Cotton Cloth 
report, NYO-4990, reveals the 

of effectiveness tests on 13 dif 
“agents” in removing contamina 


caused by five radioactive mate 
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SPECIFICALLY PREPARED for industrial 
requirements is the revised fire-fighting 
equipment catalog from John Bean Div., 
Food Machinery and Chemical Corp 
Equipment which can be used by small 

large plants alike is shown and dis 


ed 
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WELDING ACCESSORIES, including 
helmets, shields. electrode holders, weld 
testing machines, hammers and brushes, 
are depicted in a 48-page catalog pre 
pared by Fibre-Metal Products Co. A 
sectio f the catalog is devoted to sug 
gestions as to the beneficial use of safety 
equipment 
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SAFETY CLOTHING is production insur 
ance, according to a 1]4-page catalog 
which is being offered Industrial 
Gloves Co. The booklet includes photo 
graphs, prices, and descriptions of 
gloves, mittens, arm protectors, asbestos 
safeguards, leggings, aprons, coats, and 


Jants. 
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tective equipment are noted 





Reader Service Cart 


BOOKLETS — CATALOGS — PRODUCTS 


>> PDD» «K<KKKE 


Use these Reader Service Cards to obtain information on 
any item in this issue: advertised products, Useful Litera- 
ture (page L19), New Products (page 94), Literature in 
This Month’s Ads (page 135). 


Simply circle on a card the key numbers of the items on 
which you want to receive data, and fill in your name and 
address, We shall forward your requests to the companies 
concerned, 
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Burning and itching of the sk: 

mon in overheated job environ: Siniiaiie Kind of 
hot weather. Rubbing of sweaty 
additional irritant. Chafing oft 
stubbornly chronic, especially i 
AMMENS MEDICATED POWDER gi 
cal “slippage” and healing me 
the sting of chafing. 
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PORTABLE 


Circle No. 188 on reader service card 


EVERYTHING'S THERE 


Circle No. 189 on reader service card 


SAFETY ENAMEL 
) K y-Mahor 
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INJURED WORKERS 
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BOTTLE CRUSHERS, use: 
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, ttle 


I on-rehilable bo 
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FOURTEEN CHECK POINTS are listed 


nanual from 
Co. 


in a floor maintenance 1 
American Floor Surfacing Machine 
shows how to select a 3 


} | 


job—and the budge 


The « italog 


ine drawings ol 


cara 
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A CARTOON BOOKLET tit 


| I ha 1 
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A ROLL OF GAUZTEX, the 


(,ene 
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HANDIE-TALKIE 


Circle No. 196 on reader service card 


AUTO SEAT BELTS 


ut. oO 


trial offer. 
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A FULLY ILLUSTRATED 


ilog, containing techni 
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No. 200 tro 
Optical Co., Ine. It refer to researct 


in Bulletin 


conducted by Battell Memorial Institute 
American Associa 


tion on the subject of eye protectors 


and the 


Standards 


Ihe various styles and types of gogg 


spectacles, accessories, and face shiel 


are also pictured and described 
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FIRE AND EMERGENCY TRUCKS 
signed to fit the needs of your ow! 
plant, are presented in literature 
able from Sharpsville Steel Fabri 


Inc. 


Circle No. 204 on reader service card 


A TWO-COLOR illustrated poster 
on the care and inspection { rubber 
protective gloves and sleeves i 

from Charleston Rubber Co. The 18 
22” poster tells how to prevent dama 
through proper wear, handling 


storage. 
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PERSONAL INJURIES and fire 


can be reduced considerably 


inating 
floor s. 


grease and oil hazards 
“Pickup,” a new industrial 
absorbent developed by Diversey Cory 


is said to soak up than its 


more 
weight. The absorbent is unaflecte 
changes in temperature It can be 

for long 


periods without caku 


deteriorating. 
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HEAT CONTROL and 


tion are 


sound absory 
subjects of a new four-page 
. Glass Fibers 


literature gives pe 


folder presented by L.O.t 
Co. The 


and conductivity charts for in 


rlorman 

sulatio 

blankets and describes their properties 
and uses for acoustical applications 


air duct installations 
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COMFORT, 


economy are 


coolness, cleanliness 

listed as outstanding fea 
AS H5 face shield, as 
pictured and described in a six-page 
fold-out fact sheet from American Op 
tical Co. 


tures of the new 


rhe literature shows how the 


shield, which features a simplified win 


low interchange, can be used for many 


Accessory 


purposes items, including 


yvindows, sweatbands, and hoods, are 


overed, 
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GROUP WASHING EQUIPMENT and 
drinking fountains are presented in full 
color in a new 28-page catalog issued )y 
Bradley Washfountain Co. The booklet 
provides data on comparative costs and 
advantages of group washing fixtures as 


ompared with individual washing units 


Circle No. 209 on reader service card 


AS EASY AS 1-2-3 is the 


General fire 


operation ol 
extinguishers, shown an 
discussed in literature from General De 
Pacifi 


folder, all of this 


troit Corp. and General Corp 
\s described in the 

*s extinguishers operate the sam 
. allowing standardized fire training 


t mploye es 
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A THOUSAND USES are claimed for 
the CM Puller, 
pulling device, explained in a six-page 
(No. 146-G) from the manu 
Chisholm-Moore Hoist Div., 
Columbus McKinnon Chain Corp. The 


puller is available in capacities from “4 


portable lifting and 


bulletin 


facturer, 


to 6 tons. Application and operation are 


illustrated. 
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PROLONG THE LIFE of floor 
by installing steel floor armor, suggests 
booklet Klemp 
Metal Grating Co. The brochure shows 


surtaces 


in illustrated from 
the application of both “Hexteel” heavy 
duty floor armor and “Floorsteel” flex 


ible type floor armor. 
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YOU'LL LEARN SOMETHING about the 
heels by 


reading the new por ket-size folder from 


<election ot shoe soles and 


Quabaug Rubber Co. 


tions are discussed. 


\ arious COMmpost 
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DRIVER TRAINING and testing program 
iids are thoroughly covered in a catalog 


available from Porto-Clinic Instruments, 


Inc. It includes information on tests for 
visual acuity, color recognition, field of 


vision, depth perception, and reaction 


time. Various training aids are also 


~hown 
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ACTIVATED CHARCOALS and carbons 


in the laboratory—their uses and ad 


vantages are reported In a SIX-page 
bulletin (E-1617), 


by Barnebey-Cheney Co 


technical 


produc ed 
Some 50 lab 
The bul 


letin lists such processes as absorption 


oratory applications are listed 


f toxic liquids, elimination of radio 


active materials, gas purification and 


separation, and odor control and re 


moval. 
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EMERGENCY SPLINTS 


plied by the novice and expert alike are 
the subject ot 


that can he ap 


literature prepared = hy 


Orthopedic Frame Co 


Circle No. 216 on reader service card 


AUTOMOBILE SAFETY BELTS are the 
subject of a packet of literature issued 
hy Rose Mfg. Co. The packet includes 
much technical information, suggestions 
for a national standard for automotive 
safety belts, and some illustrations. Re 
ports of testing agencies on various 
types of materials and belt constructions 


ire outlined 
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REFLECTORIZED SAFETY SIGNS 
reproduced in a 


Minnesota 


signs utilize 


are 
16-page catalog from 
Mining and Mig. Co Phe 
‘Scotchlite” reflective sheet 
ing which provide the extra margin of 


safety in the case of failure 


Many types and styles are shown. 


power! 


Circle No. 218 on reader service card 


A UNIQUE "SAMPLER" of a= wide 
variety of rubber and plastic lining com 
pounds has been released by Automotive 
Rubber Co., Inc. The folder carries 11] 
actual specimens of AReo rubber and 
elastomeric materials used for corrosion 
and abrasion resistance on tanks, ves 
sels, pipes, fittings, and 


ment, 


other equip 


Circle No. 219 on reader service card 


1956 @ OCCUPATIONAL HAZARDS 





S-4356. Woven. Mustang 
Brown woven blucher 
with concealed ventila- 
tion. Leather-lined steel 
toe box. Leather sole. 


Rubber heel. 


\\ 
<> =< 


4 


oe 
stetinatcatal an at adel 


S-4317. Nylon Mesh. 
New two-tone brown on 
brown. U-wing; leather- 
lined steel toe box; leather 


sole; rubber heel. x 


Other summer styles available 


yn 


. 


FP AAR AAA A MOOT 


It’s cooler and safer inside 
a pair of Thom McAn safety shoes 


NCOMFORTABLE working conditions are 

bound to affect a man’s work. And heavy, 
hot, winter-style safety shoes can really make 
summer months hard to take. 

Now, we’re not going to tell you that our ny- 
lon mesh or ventilated safety shoes are going to 
break a heat wave. But they do allow a maximum 
circulation of air that makes them just about 
the coolest safety shoes your men can buy. And 
they are a pleasure to wear off the job. 

Take a look at them. You can see their smart 
after-work styling. What you can’t see are their 
rugged leather-lined steel toe boxes, long-wearing 
leather and fine craftsmanship. They will make 
this summer safer—as well as cooler—for the 
men who wear Thom McAn safety shoes. 


SOLD TWO WAYS: 1. At Thom McAn Stores. 
2. Direct to your plant. Send today for details 
of our money-saving plant-sale plan and Thom 
McAn’s 4-way employee purchase plan—plus 
descriptions of the Thom McAn Safety Shoe 
line. Write: Thom McAn Safety Division, 25 
West 43rd Street, New York 36, N. Y. 


©1956 Melville Shoe Corporation 
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NOW, use tis 
SANI-MISTER 


FREE... 


" ATHLETE’S 
Toley | 


IL ULL ELE 


the new 
sanitary way 


Makes Foot Baths and 
other methods obsolete! 


AND PEOPLE LIKE TO USE 
SANI-MIST, because it “‘re- 
freshes” their feet. It’s so clean 
and sanitary . as personal as 
your own toothbrush. Kills ath- 
lete’s foot fungi in 30 seconds 
with no chance of dilution or 


contamination. 


You buy only the Sani-Mist So- 
lution, the spray dispenser is 
leased at no charge for as long as 
you use Sani-Mist. Write today 
for the name of your Sani-Mist 


dealer. 


SANI-MIST inc. 


Dept. OH © 1724 Chestnut St. 


Philadelphia 3, Penna. 
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Radiation Hazards in Fire- 
fighting. Superintendent of Docu- 
ments, U. S. Government Printing 
Office. Washington 25. D. C. 34 
pages, 35c. Prepared by the 
Atomic Energy Commission. this 
publication concerns itself with 
peacetime radiation hazards in 
connection with industrial  fire- 
fighting. It discusses external and 
internal human damage due to 
excessive exposure to radiation. 
and tells how to protect firemen 
from the effects of both. Radiation 
detection instruments are briefly 
covered. The authors also include 
a chapter on pre-fire planning and 
a bibliography for those who wish 
to go further into the subject. 


Safety in Industry. By D. 1. 
Macfarlane. Philosophical Library. 
Inc.. 15 E. 40th St.. New York 16. 
N.Y. 72 pages, $6.00. Here's an- 
other English-tinged publication. 
written by an experienced British 
engineer. Briefly, it summarizes in- 
dustrial hazards and some indus- 
trial diseases, and suggests meth- 
ods to overcome them. The num- 
erous phdotographs are almost all 
European or British. General prin- 
ciples expressed, however, and the 
technical tables, are as applicable 
to American industry as to Eng- 
lish. There is some coverage of 
plant housekeeping and mainte- 
nance as they relate to safety. 


Modern Techniques of Excava- 
tion. Order from North Castle 
Books, Zhe Bedford Road. Green- 


JUNE 


wich, Conn. An abridgment of 
Voving the Earth, this volume 
supplies the answers to most earth 
moving problems. It provides com- 
plete information about the plan- 
ning and execution of dirt and 
rock excavation and grading proj- 
ects. Included is a glossary con 
taining definitions of more than 


1.200 terms used in the industry. 


Engineering Manual for Control 
of In-Plant Environment in Foun- 
dries. American Foundrymen’s So- 
ciety. Golf & Wolf Roads. Des 
Plaines. Ill. 152 pages, $6.00 for 
Society members. $7.75 for non- 
members. Containing 221 figures. 
25 tables. and numerous quota- 
tions, this volume includes both 
general backeround information 
and specific design data for mak- 
ing foundries better places to 
work. There are chapters on sand 
handling. molding and core mak- 
ing. melting »nd pouring. radia- 
tion, cleaning room, welding. 
woodworkins. and dust and fume 
collectors. The information is ap- 
plicable to large and small plants 
ilike. Material and processes that 
influence health. ventilation, and 
comfort are discussed at good 


length. 


Fire and Accident Loss Control 
Index and Directory. Loss Control 
Associates. 629 Oakmont Drive. 
Plattsmouth. Neb. Over 1.000 
pages, $48.50. The service covers 
approximately 10,000 — subjects. 
listing the source for material on 
practically all subjects dealing 
with fire and accident loss control. 
The volume is divided into three 
parts: index, directory, and guide. 
\ supplemental service is also 
available to keep the index and 
directory up to date. 


It Could Happen to You. 
Good Reading Rack Service, Inc., 
76—9th Ave., New York 11, N. Y. 
16 pages, 2-color, sample copies 


l5c. Complete with dramatic 
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YOU ARE CHOSEN... 
because you qualify 


Do you know why most of you get this maga- 
zine without charge? How can the publisher 
afford to send you this leading magazine every 
month without cost to vou? Here’s why... 


Advertisers insist on 


Quality Readership 


It’s that simple! 

Your local safety equipment distributor pays us 
for your subscription to OCCUPATIONAL 
HAZARDS because he knows you are an im- 
portant safety equipment user; because he 
knows you are responsible for specifying and_ or 
buying safety equipment. Naturally, he is only 
willing to spend this kind of money on the best 
and most important people on his list. 


4 


OCCUPATIONAL HAZARDS readers are 
hand-picked. They are important people in the 
safety equipment field they are carefully 
chosen because of their interest in new and 
better safety products, equipment and tech 
niques. 


This type of circulationis called 


Franchise Circulation 


That’s why OCCUPATIONAL HAZARDS 
spends considerable time, money and effort on 
every issue to make it worthwhile reading 
realistically helpful, intelligently interesting 
and useful to our 21,000 important readers. 


© OCCUPATIONAL HAZARDS 


812 HURON ROAD ,-LEVELAND 15, OHIO 
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We 


you 


to find better 


PROTECTIVE 
CLOTHING! 


ee 







Toughest by Test 
FROG BRAND® 


illustrated 
above: 

% length 
coat 


For every industry where personnel protection and 
safety are vital, only Sawyer Neoprene Latex 
Clothing offers all these advantages: 

@ 100% protection against oils, chem- 
icals, alkalies, abrasion — and other 
hazards! 

@ "Exclusive Coating Process” ... (for 
years and years of extra wear and 
durability) — original with Sawyer! 

@ guaranteed not to peel, blister or 
crack in ordinary usage! 

@ double interlocked sewn seams that 
can’t come apart! 

@ solid brass or non-conductive fasten- 
ings that can’t rip off or corrode! 

@ designed for roomy, action-free com- 
fort! 

Sawyer clothing also Rubberized or Oiled. Full 
range of jackets, pants, coats, hats, aprons for 
more efficiency, more economy, more protection 
on every job! 






Send for complete details and price list. 


The H. M. Sawyer & Son Company 
A Division of Sowyer-Tower, Inc 
speciclists in Protective Clothing for more than a century 


1 Thorndike St., Cambridge 41, Mass. 
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photographs and cartoons, these 
booklets make good hand-outs for 
safety meetings. Each of 12 factors 
that cause accidents is illustrated. 
These include such activities as 
trying to save time, conversation 
at the wrong time, use of faulty 
tools, slow reactions due to a “big 
night,” and loss of temper. Each 
is illustrated with a humorous 
cartoon. 


Let's Have a Picnic. Organiza- 
tion Services, Inc., 10200 Grand 
River, Detroit 4, Mich. 28 pages, 
50c. Compiled with help of pro- 
fessional recreation advisors, this 
picnic manual provides informa- 
tion on how to organize necessary 
committees, how to delegate re- 
sponsibilities, and how to arrange 
financing. Also included are 65 
tested picnic contests. Suggestions 
for publicity, forms for expense 
control, program scheduling 
charts, and a complete over-all ar- 
rangements check list are supplied. 


Standards of the Hydraulic !n- 
stitute—l0th Edition. Hydraulic 
Institute, 122 East 42nd St., New 
York 17, N. Y. 234 pages, $4.75. 
This edition contains a complete 
revision and rearrangement of the 
format and the engineering data 
contained in earlier editions. The 
book is divided into five sections. 
The first section deals with infor- 
mation about the Institute. The 
next three sections deal with 
centrifugal, rotary, and recipro- 
cating pumps. A data section com- 
pletes the text material. A com- 
plete index, listing even charts, 
tables, and figures, is included. 


Safe Practices for Installation 
and Operation of Oxy-Acetylene 
Welding and Cutting Equipment. 
International Acetylene Associa- 
tion, 30 E. 42nd St., New York 17, 
N. Y. 60 pages, 25c. This booklet 
offers a detailed outline of methods 
for safe welding and cutting oper- 
ations. It serves as an excellent 


supplement to normal state, muni- 
cipal, insurance, and trade group 
regulations on the subject. In 
cluded is material on the storage 
and use of all components of the 
oxy-acetylene welding and cutting 
operation. 


Handbook of Acoustic Noise 
Control, Vol. 1. Physical Acous- 
tics, Supplement 1. OTS, U. S. 
Dept. of Commerce, Washington 
2, D.C. 
is a supplement to the 1952 issue 
of Physical Acoustics. It enlarges 
and expands coverage of the origi- 


315 pages, $8.00. This 


nal volume to present the latest 
experimental and theoretical infor- 
mation available in the field of 
noise control. Sections have been 
added on sound absorptive prop- 
erties of materials, new designs 
for acoustic shielding structures, 
transmission of sound through 
cylindrical shells. ventilating fans 
and systems, and noise generated 
by axial flow compressors. The 
original volume in this series is 
also available from the Dept. of 
Commerce (397 pages, $4.00), as 
is Volume II, Noise and Man (271 
pages, $3.00). 


How to Sell Safety. Order from 
BNA, Inc., 1231 24th St., N.W.. 
Washington 7, D. C. 
from 23c each for up to 50 « opies 
to l6c each for 2.000 or more 


copies. One of the “Here’s How” 


= 
Prices ranpe 


series for supervisory employees, 
booklet 


spells out the dollars-and-cents 


this cartoon-illustrated 


meaning of accident prevention. 


Chemical Safety Data Sheet 
SD-2, Benzene. Manufacturing 
Chemists’ Association, Inc., 1625 
Eye St., NW, Washington 6, D. C. 
This booklet deals 
with the safe handling and use of 
benzene. Included in information 


20 pages, 30c. 


on shipment, storage, waste dis- 
posal, and health hazards and 
their control. Used in the manu- 
facturing of chemicals and as a 
solvent, benzene, though toxic and 
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flammable, can be handled safely 
by properly trained personnel. 


How to Induct New Employees. 
BNA. Ine.. 1231 24th Street, N.W.. 
Washington 7, D.C. 
from 23c each for up to 90 copies 
to Lo for 2.000 
copies. This is one of the “Fun- 
damentals of Foremanship” series. 
It’s book. 


lists pointers to get- 


Prices range 


each ol more 


a “here's how” which 


seven basic 
ting freshmen in your plant started 
Kasy to read and con- 
the 


booklets are pre-tested for maxi- 


smoothly. 


taining sprightly cartoons, 


mum effect. 


Order 


Ine es 


Safety Management. 
Richard D. 
Homewood. Ill. 568 pages, $7.80. 
The books covers the subjects of 
accident Acci- 
dent to 
work for. rather than against. the 


from Irwin. 


costs and control. 


cost analysis is shown 


safety director and his program. 


New ideas 


are offered on motivat- 
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DEMAND 


pitied Asbestos 


SAFEGUARDS 


of 83% asbestos content or better 
Another Steel-Grip 


“FIRST” 


Don’t buy asbestos safety apparel on looks 
or price. Many grades of asbestos fall below 
safe asbestos content, contain highly com- 
bustible binder, lack yarn tensile strength, 
are low in warp and woof counts. Only lab- 
oratory tests can determine the grade. Steel- 
Grip maintains its own laboratory, tests its 
raw materials and certifies their quality to 
you. Every asbestos safeguard we make 
bears the Steel-Grip Certification of at 
least 83% asbestos content... your protec- 
tion against inferior grades, your guarantee 
of satisfaction. Insist on this label. Put Steel- 
Grip 83% Certified Asbestos on the job 
and get lowest man-hour costs. Write for 
catalog today. 


INDUSTRIAL GLOVES COMPANY 


A Corporation 
1806 Garfield Street, Danviile, Illinois 
(In Canada: Safety Supply Co., Toronto) 





lSTEEL- GRIP 


tNBUSTRIAL 
SAFETY APPAREL 








TRACE MARK 


ASBESTOS CONTENT MIN 82 
Tr 2 








INDUSTRIAL | 
Safety Apparel | 


1) BE SURE OF 
DEMAND TH 


BE NUINE 


TRADE MARK 





ing safety and locating hazards. 


Control of catastrophes is covered 
for 


the disposal of liquid, gaseous. and 


along with recommendations 


operational wastes. 


Suggestions for the Organiza- 
tion, Training, and Equipment of 
Private Fire Brigades. National 
Fire Protection Association, 60 
St... Boston 10. 


These sug- 


Batterymarch 
Mass. 
gestions were prepared by tech- 
nical 


25 pages, 35c. 
committee representatives 
for the association. 


of Radiation 
by Legislative 
of 
Government Printing 
Washington 25, D. C. 60 pages, 
25c. This National Bureau of 
Standards Handbook No. 61 pre- 
sents the problem of radiation in 


Ex- 
Means. 
Documents. 
Office. 


Regulation 
posure 


Superintendent 


relation to its possible control by 


state or municipal authorities. 


Six tables are included. 
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| SURE- 


Their Safety Depends On You! 


Water or oil can become a real danger under- 


foot . . . resulting in costly slips and falls. Do 
' the floors, stairways, ramps and all traffic sur- 
FooT faces on your premises provide foot-sure 
c traction under all conditions? 
proTe 


\ 
; 


When you paint Sure-Foot on floors, stairs | 
and manufactured products, you paint on 

protection . . . economically. One application 

covers. Sure-Foot is brush-applied . . . flows 

quickly and easily . . . dries overnight to a 

tough, hard, non-skid surface formed by 

millions of tiny carbide crystals. Long- 

wearing. Comes in five eye-easing colors 


PROVIDES PERFECT TRACTION 
ON WET OR DRY SURFACES 


ure-foofr 


non-slip abrasive floor coating 
FREE—Write for Sure-Foot Bulletin 3-2 
1209 N.E. Tyler 


Frost Paint & Oil Corporations sinc 45 Ye. esct 
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SUPERGOGGLES by Jackson 


Truly a Cover-All Design 


They’re wider to allow plenty of inside room for good fit and 
free up and down movement where today’s larger (never wider 
than 511%") prescription and safety spectacles are worn. 

They’re also deeper, to clear the bridge of “horn-rimmed’’ 
glasses, somewhat deeper along the temples to afford greater 
side protection to the eyes, without being bulky. 

This width and depth, added only where needed, gives an 18% 
greater, well ventilated inside area, making the Supergoggles 
also more comfortable, cooler to wear. 

Eye cups are of strong plastic, non-conductive, non-irritating. 
A large, screen covered vent in each cup prevents fogging. Cups 
are joined by a metal bar, flexible enough to fit the goggles indi- 
vidually, rigid enough for one-hand positioning. A large leather 
pad closes in softly around the nose. Lenses, held by threaded 
plastic retaining rings, are replaced without tools. 


Series '7O’ 


For Gas Welding, Flame Cutting & Brazing, 
types W-70 and WR-70 have 50 mm. 
lenses, shades 3 thru 6. Baffle plates over 
vent screens exclude light, flying particles. 
For Chipping and Grinding, types G-70 and 
GR-70 have 50 mm. clear, hardened lenses. 
Elastic Headband holds WR-70, GR-70. 

Plastic Headrest holds types W-70 and 
G-70 more firmly. Extruded plastic, im- 
pregnable to moisture, holds its shape, is 
easy to sterilize. Positive locking adjust- 
ment has clearly marked hat sizes. Cork- 
padded sweatband is easy, inexpensive to 
replace. Adjustable springs, in telescopic 
arms, hold goggles gently against face. 





Series ‘50' Goggles fit over narrow-frame 
prescription glasses and safety spectacles 


Series ‘60’ Unigoggles fit over the widest 
prescription and safety glasses now in use 


SHOCKSON 


PRODUCTS, INC. 
WARREN:MICHIGAN 


‘ 


Sold World-Wide—through Distributors and Dealers 
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Seriously burned, this man lies swathed 

ages following a blast that leveled three bui 

killed three men, and injured two at a pa 

plant. Cause: either natural gas or ammonia le 

ing from a defective pipe line—plus the flame fi 
a cigarette lighter. 


Reprints of “Sudden Injury” poster pages (without these price lines) may be ordered: 1-9 ha 15 conts °. ; 20-49 copies, 
12 cents each; 50-99 copies, 10 cents each; 100-499 copies, 7 cents; 500 or more, 5 cents each. n + with order. 





FOR COMFORT AND SAFETY 
IN LINEMEN’S GLOVES 


{ | FULL CURVED HAND shape 
identifies genuine White 

j3love, designed for maximum 

comfort and safety. 

2 SIZE RANGE assures a good 
safe fit of all hands—in half 

sizes from 9 to 12 inclusive. 

3 FINGER SHAPE gives natural 
flexibility and deftness. Ends 

are round, crotches extra-large. 


4 GLOVES are available in 

ratings to suit your job needs 
with plenty of safety allowance: 
frorn 10,000 to 20,000 volts. 


Inner Liner 
gloves absorb sweat Leather Protector 
in summer and keep gloves for abrasion 
hands warm in win- protection, tailored to 
ter. fit over rubber gloves 


YOUR QUESTIONS on rubber 
care and testing re 
They will be promptly a 


WHITE RUBBER (CO. 


9 i we Hin OS 
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Rush E, Ottinger is employed by 
Wisconsin Bridge and Iron Co. 
On the day of his accident a 
chain hoist failed, allowing a 
2,200-pound valve to fall over. 
The valve pinned Ottinger against 
a brick wall. He received a frac- 
tured jaw and lost 214 months’ 
time from work. Had he not been 
wearing his hard hat he could 
have been fatally injured. 


Robert Johnson, Seattle. Wash.. 
Dept. of Lighting, was running a 
jumper on a 4,160-volt feeder, 
when the end of the jumper 
twisted in his hand and contacted 
an uncovered spot. The electric 
flash burned Johnson’s ear and 
the right side of his face—but he 
was saved from further injury by 
his protective hard hat. 


John C. Smith, 
Carbon Chemicals Co., was work- 
ing on a scaffold. A section being 
lifted about 10 feet overhead sud- 
denly fell, striking his hard hat. 
The section weighed about 150 
pounds, but Smith was not seri- 
ously injured. 


Carbide and 


Joseph Riddle, Dryden Paper 
Co., Ltd., Dryden, Ont., was hit 
by a 100-pound stick of wood. His 
hard hat deflected the blow, pro- 
tecting him from serious injury. 


Joseph F. Gordon, City of Seat- 
tle Fire Dept., was fighting a fire 





when an explosion or draft 
caused him to fall down six 
flights of stairs. Although he lost 
six months’ work because of the 
accident, his hard hat prevented 
fatal injury. 


Willie Nix, Lone Star Steel Co.. 
was working at ground level at 
the company’s blast furnace when 
a worker overhead attempted to 
throw a 20-pound piece of scrap 
into the scrap chute. It missed 
the chute and instead crashed 
into the hard hat Nix was wear- 
ing. He was uninjured. 


Owen Robert Wilson, Great 
Lakes Steel Corp.. was struck by 
a 50-pound piece of pipe which 
had fallen 14 feet. His hard hat 


protected him from injury. 


William R. Peacock, St. Regis 
Paper Co., Jacksonville, Fla., was 
pulling on a chain hoist when the 
brace slipped and caused the 
brace and chain hoist to fall. The 
approximate 
pounds, and it fell a distance of 
four feet. His hard hat prevented 
serious injury. 


weight was 250 


Bond J. Smith, employed by R. 
P. Farnsworth & Co., Inc.. was 
working at Keesler Air Force 
Base at Biloxi, Miss. A 60-pound 
jack which had fallen nine feet 
cracked against his safety hard 
hat. He was uninjured. 
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SAFETY TOPICS 


Modern Floor Maintenance. 
Movie: 16mm. color, 15) min.. 
sound, Order from: C. V. Starran- 
tino, vice president. Walter G 
Legge Co.. Inc.. 101 Park Ave.. 
New York 17. N. Y. Demonstrates 
right and wrong methods of clean- 
ing and polishing floors. Touch- 
up maintenance is covered alone 
with care and handling of equip 
ment. 


Breathing Apparatus. Movie: 
lo6mm, b&w. 35 min.. sound. Or- 
der from: Cinesound Co.. 5968 
Santa Monica Blvd.. Hollywood 
38. Calif.. or from your local film 
library service. Shows the con- 
struction and proper use of all 
types of fire department masks. 


Everybody's Handicapped. | 
min., b&w, sound. Sale price: 
$100. Order from Text-Film 
Dept., McGraw-Hill Book Co.. 
330 West 42nd St.. New York 36. 
N.Y. The film shows that the 
properly placed handicapped 
worker is no more handicapped 
vocationally than the ordinary 
worker. Illustrates many instances 
of exceptional job performance 
by handicapped workers. 


Employment Interview. Movie: 
l6mm, b&w, 11 min.. sound. Or- 
der from: Text-Film Dept., Me- 
Graw-Hill Book Co.. 330 W. 42nd 
St.. New York 36, N. Y. (pur- 
chase), or your own film library 
service (rental). Purchase price: 
$60. Demonstrates a good inter- 
view, step-by-step. Shows the func- 
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tion of foremen and supervisors. 


and suggests types of pre-induc 


tion preparation for applicant 


Don't Drop Your Guard. Movie 
l6mm, color. 10 min., sound. Or- 
der from: Affiliated Aetna Life 
Companies. Hartford, Conn., or 
contact local representative. Free 
loan, borrower pavs return post 
age. Film stresses the importance 
of machine guards by displaying 
the unhappy fate of those who dis 
regard the use of these safety 


dev it es 


Skin Antiseptics: Evaluation of 
Effectiveness of Some Widely Em- 
ployed Antiseptics. Movie: 16mm. 
b&w, 30 min., sound. Free loan. 
Order from: Chilean Iodine Edu- 
cational Bureau. Inc., 120 Broad- 
way. New York 5. N. Y. Covers 
uses and effects of antiseptics 1 


treatment and preventive medicine, 
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SUNBURN -\\ \* 


FOILLE antiseptic-analgesic is 
a dependable, convenient, sur- 
gical-type dressing which has 
won wide use and acceptance 
by Doctors, Hospitals and 
Industrial Plant Clinics over a 
period of twenty years. 


FOR 
SUNBURN * BURNS * CUTS + ABRASIONS 
LOCAL SKIN IRRITATIONS + INSECT BITES 


CARBISULPHOIL COMPANY 
2935 Swiss Ave. 


Dallas, Texas 


*You're invited to request literature 
and samples. 





Hours of Protection from INSECT BITES 


with 
Insect Repellent 


vorkers can stick to their jobs without 


ng about insect bites. 


Insect Repellent STOPS mosquitoes, 





Use this 
coupon for 
free samples 
and 

further 


information: 


ind black flies from biting. Keep workers 
safe and production up. Supply “6-12” Insect 
Repellent in 2-0z. bottles and l-oz. sticks. 
Order “6-12” Brand in minimum 3-dozen lots 
from local drug, hardware. and sporting goods 
obbers. 

Where outdoor workers remain in limited 
reas. order “6-12”" Insect Repellent in gallon 
cans for use in liquid soap-type dispensers. Ask 

s for details. 


Consumer Products Department 

CARBIDE AND CARBON CHEMICALS COMPANY 
A Division of Union Carbide and Carbon Corporation 

30 East 42nd Street, New York 17, N. Y 


Please send me a free sample of “6-12” Insect Repellent; Stick 
Liquid Please send further information on dispensers and gal 
lon packages 


eee 


Firm . 


Six-Twelve’’ and “6-12"' are registered trade-marks of Union Carbide 
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STOP 
ATHLETE'S 


OVER 70% 


of the largest manufacturers 


USE ONOX’ 


SKIN - TOUGHENER 
in shower rooms! 


y BUILDS RESISTANCE 


Main cause of Athlete’s Foot 
Shoe-Softened Skin (U.S. P. H.S 
Bul. R-674). Onox toughens soft 
skin and makes it resistant to fun 
gus attack. 


y EASY TO MAINTAIN 


No splash — no mess — no wa 
Nothing to get out of order. No 


testing of solution needed 


y ECONOMICAL 


One mat serves 50 bathers per 
One gallon Onox serves 50 
bathers one month. Average 


1¢ per man per week 


TRIAL OFFER 


Order what you need. Use it for 
60 days. Pay nothing unless fully 
satisfied. 











os et 1 VY 


OF PEOPLE AND SUPPLIERS 





PEOPLE: 
George E. Semple co-founder 


and president of Protective Equip 
ment. Inc.. Chicago distributor of 
satety equipment. died \pril 19 at 
St. Francis Hospital in Evanston. 
lil. For the past 27 vears. sine 
setting up the firm with J. Roy 
Abell Semple has been one of the 
most active and energetic men it 
the national industrial — safety 
movement. He was a member of 
Hard Shell Turtles Club. Veterans 
of Safety. Industrial Safety Equip- 
ment Manufacturers Association. 


ind Chicago Railway Club. 


lra Ss Odle, former president 
of Midwest Fire & Safety Equip 
ment Co.. has organized a new 
firm specializing in fire and safety 
equipment. The new company will 
be known as The Safety House. 
Located at 3740 East Michigan 
St.. Indianapolis. Ind. The Safety 
House will sell fire and safety 
equipment throughout the state of 
Indiana. 


Clayton Burress has been ap 
pointed Southeastern district sales 
manager for Turner Brass Works 
of Sycamore. Ill. He will direct 
the activities of Turner represen 


tatives in that area and work with 


distributors in the sale of the com- 
pany s line of blow torches. lan- 
terns leak detectors. propane 


equipment. and Bunsen burners 


Jack Richardson of Dallas. Tex.. 
has been appointed Southern rep- 
resentative for Columbus MeKin- 
non Chain Corp Ponawanda. 


\ \ manutacturer of — shin: 


chains and chain assemblies. 


Directors for Boyer-Campbell 
Co., Detroit. Mich.. suppliers of 
salelty equipment. were announced 
at a recent stockholders’ meeting. 
hey include R. G. ¢ ampbell, Wil- 
liam KF. Goudie. James MeMillan. 

F. Phillips. and William J. 


Vhomas. Officers designated were 





MAXIMUM NOISE PROTECTION 


“SELECTONE’’°® EAR PROTECTORS 


© shut out jet engines 


Unique new 


For aircraft testing and flight 
e speech levels pass ...plants . Offices . . . homes. 
Type K filters out noise, allow- 


w “Selectone” Ear ing speech, even telephone con- 
Protectors improve worker effi \ 


ersations, to be clearly heard. 


ONOX, INC. 


DEPT. N, 125 SECOND STREET 
SAN FRANCISCO 5, CALIFORNIA 


Warehouses: BROOKLYN, CLEVELAND, 
NEW ORLEANS, HAWTHORNE, CALIF. 
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ciency, protect from harmful Type A 
even lethal noises id concen torn 


tration and relaxation fortable 


almost invisible. 


UNITED CABLE DIVISION 
MUTUAL ELECTRONIC INDUSTRIES CORPORATION 
85 Beechwood Avenue, New Rochelle, New York * NEw Rochelle 6-3000 
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attenuates all sounds 
laximumM protection. Com- 


R. G. Campbell. president and 
eeneral manager: John F. Phil 
Harold Ma 
William P 
secretary: Fred W. Al 
corm. assistant secretary: Kenneth 
VeLetchie. assistant general man- 
wer: and Clair MM. 


nahnager. 


lips. Vice president: 
Gullin. treasurer: 
Goudie. 


Davis. sales 


J. T. Kidney, manager of the em- 
ployees service division at Goodyear 
Tire & Rubber Co., Akron, Ohio, 
seems to be saying, "Who, me?” as 
he accepts an award as "Safety Man 
of the Year" at the thirteenth an- 
nual Greater Akron Safety Confer- 


William F. Moran, Jr., 


appointed sales engineer for Tect. 


has been 


Inc.. of Dumont. N. J. Moran is a 
eraduate of Dartmouth. He will 
represent Tect in offering its line 
of safety solvents. stills. and sol 
vent vapor degreasers to indus 


trial plants 


ence. Presenting the award is Tom 
Horner (center), Akron Beacon Jour- 
nal editorial writer who won the 
honor for 1954. Dr. Ned H. Dearborn, 
right, president of the National 
Safety Council, was the keynote 
speaker. 


SAFE Drivers 
Pay DIVIDENDS 


A “No Accident Driver” 


true asset to your organization. 


i 


His vigilane as a careful 
Charles L. Holbert has been ap- . 
pointed executive vice president eet of L pees concern a 1 the 
H. K. Porter Co.. Inc.. of New pre win Bes pm co 
York City. He succeeds Clarence your profits by cutting the 
R. Dobson. who has retired. Por costs. of 


driver is a >» demonstra- 


+ 


increase 


accidents, insurance 
ter manufactures rubber and metal rates and absenteeism. 

ENCOURAGE YOUR DRIVv- 
ERS TO ESTABLISH AND 
MAINTAIN A PERFECT 
SAFETY RECORD WITH 
THE ‘‘SAFE DRIVER 
AWARD”’’. Any driver is 


proud to show your public 


materials and products and wire 


rope. 


Don Mathewson has been ap- 
Dan W. Oram has been ap- 


pointed executive director of sales 
lor Klemp Metal Gratine Corp.. 
Chicago 


floor erating 


pointed branch manager of the 
new Fyr-Fyter Co. branch office 
at 1419 South La Brea Ave.. Los 
manufacturers of safety Angeles. Calif. A complete stock 
bridge deck, and of portable fire extinguishers will 
Various types of stair treads, Prior be handled at the 
to joining Klemp. Oram was asso- fice 
ciated with Kerrigan Iron Works. selection of other fire department 
Inc.. as head of the market devel- supplies The Los Angeles branch 
opment division. is the 


recognition 


cord. 


new branch of- 


and warehouse. along with a 


Fill out and mail the coupo1 
» tenth one to be established today. Our literature and serv 
ices are offered without charge 
or obligation. 


METAL ARTS COMPANY 


742 Portland Avenue © Dept. No. 9 
ROCHESTER 21, NEW YORK 





FOR SAFETY’S SAKE... 


DAV-SON FLASHIN® 
SAFETY DIRECTOR | 


With Amazing Changeable Letter Slide Out Pose! | 


Bright traffic light red, green spots flash 


1 ' 
SAFETY FIRST.” Color, motion, light . | METAL ARTS COMPANY «+ Dept. No. 9? | 
bring eyes directly to message. Only j Vig 742 Portland Avenue @ Rochester 2!, N. Y. 
DAV-SON has changeable letter design 
with removable panel for quick changes, 
peak attention. 98 red 4 ind 250 black . j C) 8 am interested in the free Brochure 
1x” acetate letters in compartment box lt ad P 

incl. Size 18! x nplete with lamp ’ aa were cae ee ee 
and U.L. Cord 4 


Insist on gen thing cork back 
bulletin boards irdwood frame. Sizes 
12x18 and larger. With or without glass 
doors. $4.15 up. Also with n 
outside use 


A Dav-Son board for every purpose. Over 100 different 
sizes and styles to choose tr 


Please check the following 


I would like more information about 


your free plannin 


om. Dealer Inquiries Invited 
If your dealer doesn't have the Dav-Son board 
need write direct 


A. C. DAVENPORT & SON, INC., Dept. 00 
311 N. DESPLAINES STREET * CHICAGO 6, ILLINOIS 
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! 

| 

| 

I 

I 
ictal frames for inside or l 
| 

| 

| 

| 


City, State 
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Easy-to-use 

effective 

safety information 

MINIMIZE CHEMICAL HAZARDS 


CHEMICAL SAFETY 
SUPERVISION 


By JOSEPH GUELICH 
Safety Manager 
General Chemical Division 
Allied Chemical 
and Dye Corp 


Het 


manutfa 
chemicals 
for busy 
shows in 
language 
carelessness af 
among your 
all made plain 
by the scores 
tions. Full chapte 
proven methods 
ot chemicals to 
men from hazar 
ing chemicals 
physical exar 
range 


ait the 


iV ailab 
1956 
Scores of helpful illustrations 


“The ‘Bible’ of the 
safety engineer” 
HANDBOOK OF 
DANGEROUS 
MATERIALS 


224 pages 
$4.50 


By N. IRVING SAX 
Toxicologist 


irdous 

trade na 
alpha bet cally 
enced and 
materials includ 
oncentrati 
torage and 
erties, formula 
ping regulation 
portant helds 
rections 

uiled inf 
toms tre a 
imilar 


1951 850 double-column pages 


7x10 $15.00 


Examine these valuable books 10 days 
FREE. Mail this coupon now for your on 
approval copies. 


REINHOLD PUBLISHING a a oa M-938 

430 Park Ave., New York 22, 

Please rush me the book(s) checked to read and 

examine ON APPROVAL. In {0 days I will returr 

the book(s) and owe nothing, or will send full 

purchase price, plus shipping charge 

( ) CHEMICAL SAFETY SUPERVISION, $4 

() een OF DANGEROUS MATERIALS 
i ) 


Name 
Address 


City Zone State 

() SAVE MONEY. Check here if you ENCLOSE 
payment, in which case Reinhold pays ship 
ping charge. Same return privilege; refund 
guaranteed. Please add 3% sales tax on all 
N.Y.C. orders 
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within recent years by the Dayton, 
Ohio, of fire-fight- 
ing equipment. 


manufacturer 


Pictured above are the newly 
elected officers of the Fire Equip- 
ment Manufacturers’ Association, 
located at Pittsburgh, Pa. From left 
to right they are: President R. L. 
Weir, The General Detroit Co.; First 
Vice President W. E. Morgan, Jr., 
Walter Kidde & Co.; Second Vice 
President A. D. Symonds, W. D. 
Allen Co.; and Treasurer Paul Nur- 
kiewicz, Stop-Fire, Inc. 


ee BS Kelly, director of safety 
for Macco 


Calif... was 


Corp., Paramount. 


invited by President 
attend the 
dent’s Conference on Occupational 
Safety, held in Washington. D. C.. 
May 14-16. He was one of more 


than 3.000 management, 


Eisenhower to Presi- 


farm, la- 


bor, and government leaders at- 


tending the conference. 


S. T. Williams 


Selden T. Williams, 


manager of A. 


general 
Schrader’s Son. 
manufacturers of pneumatic con- 
trols, has been appointed vice pres- 
ident and director of the parent 
Scovill Mfg. Co.. Ine. 
A graduate of St. Lawrence Uni- 
versity and Worcester Polytechnic 


( ompany ; 
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MAKE YOUR 
FANS SAFER! 


PROTECT WORKERS 
FROM INJURY 





This fan guard prevents hand 
and head injuries. Made of a 
fabric it is washable 
non-static ard won't 
norma flow of air 

Cover protects back and 
fan as well as the front. 


Immediate delivery. Write to 


ROCHESTER 


Safety Equipment Co. 
83 Howell St. © Rochester 7, N.Y. 


mildewpr 


nterfere w 











rning Liquids 
Ol. Pawt and 


Electrical Equipment 


Self-Sticking 
afety Signs 


Unskilled help quickly puts up Brady 
Safety Signs—without nails, screws, 
or tools. They stick and stay stuck 
to any surface 


The signs you need are among the 
500 different Brady Self -Sticking 
Accident Prevention Signs. Wordings, 
colors, and sizes are recommended 
and approved by ASA and NSC 
Write for free samples and Catalog 
145-D 

Self-Sticking Warning Stripes are 
applied fast — right off the roll 
Stripes in 2 sealed-in plastic colors 
Outlast paint. Write for free sam- 
ples and Bulletin 143-A 

Fast delivery 
cities 


Distributors in 150 


W. H. Brady Co. tes 
748 W. Glendale Ave., Milwaukee 12, Wis. 
(ONS + SRR 7 ye la Rs 
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Institute, Williams has been with 
Schrader since 1929. He will con- 
tinue to manage the manufactu 
ing of Schrader’s domestic and 


foreign plants. 


COMPANIES: 


Waverly Petroleum Product Co. 
of Philadelphia, Pa., has an- 
nounced the opening of a new 
plant at Quality, Ga., for the min- 
ing and processing of the mineral 
used in the manufacture of oil 
and grease absorbents. The area 
chosen for the plant is reported to 
have the world’s richest deposits 
of the required mineral. This rep- 
resents the firm’s first full-scale 
mining operation. 


Junkin Safety Appliance Co., 
Inc., Louisville, Ky.. manufactur- 
er of industrial safety products. 
has announced its move to new 
quarters at 3121 Millers Lane in 
Louisville. The new location af- 
fords approximately four times 
more working space and storage 
area. 


Appointment of five new safety 
tool distributors has been an- 
nounced by Ampco Metal, Inc., 
Milwaukee, Wis.. manufacturers 
of spark-resistant hand tools. The 
distributors are: Neill-Lavielle 
Supply Co., Louisville, Ky.; Han- 
sen & Yorke Co. of New Jersey. 
Woodbridge, N. 5.3 Baldwin Sup- 
ply Co., Charleston, W. Va.; Hol- 
loway Bros., Wilmington, Del.: 
and A-C Supply Co. of Philadel- 
phia, Pa. 


Herculite Protective Fabrics, 
Inc., manufacturers of nylon-plas- 
tic protective fabrics for industrial 
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equipment and cargoes, has mov d 
into a new plant at 140 Little St.., 
Belleville. N. J. New quarters have 
provided an increase of two-thirds 


more floor spat a 


These 52 happy pairs of eyes — the 
owners of which have had their eyesight 
saved by industrial eye protection—are 
displayed by employees of Delco-Remy 
Div. of General Motors Corp., Anderson 
Ind. These are but 52 of the 92 mem 
bers of Delco-Remy's Wise Ow! Club, an 
organization of men and women whose 
eyesight has been saved by glasses or 
other eye protection provided by the 
company. All employees are required 
to wear approved eye protection while 
working in or passing through produc 


tion areas 


A new world’s safety record for 
the aircraft 
dustry was announced by Convair 


manufacturing — in- 


Div. of General Dynamics Corp. 
It consisted of 9,075,355 man- 
hours worked without a disabling 
injury. The record covered a 
period ranging from Oct. 7 to 
Dec. 13, 1955. 


From 34.9 frequency in 1945 to 
1.29 in 1955—that’s the record of 
Falls-Sealright 


nies. The companies have re- 


Oswego ( ompa 
ceived the highest national awards 
from National Safety Council. 
American Paper & Pulp Assox 

and Liberty Mutual Insurance Co. 


Portland Cement Association 
and its 152 member companies 
recently accepted an award for 
outstanding safety work in the as- 
sociation field. 
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® Eliminate _ traffic 
accidents at blind 
corners inside and 
Outside your plant 
—also at loading 
platforms. 


@ Traffic Safety Mir- 
rors are available in 
convex or flat glass. 


®@ Mirrors are easily 
installed and adjust- 
able. 


WRITE FOR FOLDER and PRICES 


| ROUND CONVEX | FLAT RECTANGLE 
| MIRROR SIZES | MIRROR SIZES 
13” © 18” 6” x 14” 
26" 14” x 18” 








* THE POSITIVE 


LADDER SAFETY DEVICE 


ae © eed 
It Locks Automatically—instantly—Holds 


SAFETY DEVICE FOR LADDERS 


Prevents death and injuries from falling. 
Automatic: Positive. Will catch workman 
if he starts to fall even if unconscious 
Inexpensive. Easy to install. No upkeep 
Clamps to any rung ladders, peg ladders, 
pole or frame. No welding or cutting 
Simple to operate: Requires no attention 
from climber 
Notched rail hot dipped galvanized. Entire 
equipment rust and corrosion proof. 
In use throughout country and abroad 
for approx. 8 years 


Patented. Manufactured only by 
SAFETY TOWER LADDER CO. 


1024 Burbank Bivd. P.O. Box 1052 
BURBANK: CALIFORNIA 


v" 2? 2 #? =} S 
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WE HATE ZIRCREME! 


Poison ivy, poison oak, poison sumac, 
all are finding ZIRCREME a tough 
enemy! For MSco A-20 ZIRCREME 
contains ZIRCONIUM ... the latest 
medically proved treatment for poison- 
ous plant dermatitis ... widely accepted 
by leading dermatologists and the med- 
ical profession. It’s the newest approach 
to the poisonous plant hazard. In two 
sizes: % oz. tubes for unit system and 
1 Ib. a for clinical use. See your 
MSco distributor, or write for free 


clinical data and 
Se pees plant 
identification 
guide. 
Speciialasa im fist ada 


Medical Supply Company 
Rockford, Ill. -In Canada, it's Safety Supply Co. 





wo 


[ 


or 
» 


te 


cherry red heat mitt 


Astounding new special formula 
INSULEATHER mitt permits handling 
of cherry red metal . Yet remains 
pliable, unaffected by heat. Outwears 
many pairs of asbestos mitts while 
providing more comfort and safety. 
Write today for free literature and 
prices. 


Sturtevant, Wis. 
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FUTURE 


SAFETY 


MEETINGS 


Material Handling Institute's 
Exposition of 1956. Public Audi- 
torium, Cleveland, Ohio, June 5-8. 
Program includes 12 technical 
(American 
Material Handling Society. Prod- 
uct exhibit. Information: The 
Material Handling Institute. Inc.. 
Suite 759, — Gateway Center. 
Pittsburgh 22. Pa. 


se ssions sponsored by 


| 1th Annual Conference of 
Connecticut Safety Society. Hotel 
Statler, Hartford. Conn.. June 5- 
6. Program covers all phases of 
safety. Information: S. J. Pol 
lock. Jr.. safety engineer. Reming- 
ton Arms Co.. Ine.. 
Conn. 


») 


Bridgeport 


Spring Meeting, Industrial 
Safety Equipment Assoc., Inc. 
Greenbrier Hotel. White Sulphu: 
Springs, Va.. June 18-22. For 
members of the association only. 
Information: V. P. 
secretary - treasurer. 


Gopcevic. 
Industrial 
Safety Equipment Assoc.. Inc.. 420 
Lexington Ave... New York 17, 
N. Y. 


Modern Research Methods in 
Biology and Medicine. 
session program at Massachusetts 
Institute of Technology. July 9-20. 
Program 


Summer 


planned for research 
workers and research administra- 
tors in the fields of biology. ap- 
plied biology, and medicine. It 
will include a general review of 
the field of physical research, with 
particular emphasis on modern 


methods which have been devel 


oped in recent years. Information: 
Summer Session Office. Room 

103, Massachusetts Institute of 
lechnology. Cambridge 39. Mass. 


2nd International Congress on 
Acoustics. Cambridge. Vlass.. June 
17-23. Hosts: Harvard University: 
Viassachusetts Institute of ‘Tech- 
nology. Held concurrently with 
JIst meeting of the Acoustical So- 
ciety of America. Technical ex 
hibits and demonstrations. Spon- 
sor: International Commission on 
\coustics. World-wide attendance: 
complete program conducted by 
scientists on three major subjects 
human response to sound and 
noise control: architectural and 
musical acoustics. and design of 
enclosures for good hearing con- 
ditions: physical acoustics and 
David Cud 
hea, Harvard University News 


Office. ( unbridge. Vass. 


Information: 


sonic of 





Security Chiefs 
Form Association 


AN American Society for Indus- 
trial Security has been organized 
from three earlier groups of secur- 
ity directors. Paul Hansen. secur- 
ity director of Reynolds Metals 
Company, Louisville, Kentucky, is 
president. 

The new organization will con- 
duct forums, study, and research 
knowledge and_ to 
establish ethical and professional 
standards in the fields of plant 
security, plant protection. internal 


to increase 


security. industrial 


secuiily, and related activities. 


government 
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StaSafe crystal dispensers owe! 


eliminating all re-filling expenses! C 


crystal 
dispensers 


17 


place . . . and you are still dollar 
repairing and re-filling cu 


low. C 


LOWER iii we aan - 


factory). Your choice of 
THE COST impregnated tablets 
OF PUTTING - Write in today for your 
1956 SALT BROCHURE 
SALT , a, 
\ STASAFE POCKET PAKS... 
TABLETS pack ets of six enteric coated 


tablets sealed in protective plastic. 
] 


Perfect for routemen, drivers, sales- 
In HIS men, busy executives or anyone often 
away from the plant. 




















STANDARD SAFETY EQUIPMENT COMPANY 
232 WEST ONTARIO STREET CHICAGO 10, ILLINOIS 


NEWARK 4, N. J. CLEVELAND 10, OHIO LOS ANGELES 66, CAL. 
597 BROADWAY 855 EAST 152nd ST. 12921 W. WASHINGTON BLYD. 
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Che picture tells the story 
Titan's dual trussed nickel-silver 


bridge, riveted at four points, equips this 


1 


outstanding B&L metal-plastic safety frame to take 


an unbelievable amount of punishment. 


With its superior protection, extreme comfort, and flattering 
S-7 lens shape, Titan has become an industry 


favorite almost overnight 


Want to know more about Titan and the 
rest of the B&L family of safer 

frames and Bal-SAFE lenses? 

W rite for “Complete Eye Protection”: 
Bausch & Lomb Optical Ce 

90406 Smith Street, 


Rochester 2, N. Y. 


BAUSCH 6 LOMB 


SINCE 1853 
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It’s actually easy to save money— when you buy 
Series E Savings Bonds through the automatic 
Payroll Savings Plan where you work! You just 
sign an application at your pay office; after that 
vour saving is done for vou. The Bonds you re 
ceive will pay you interest at the rate of 3°7 per 
year, compounded semiannually. when held to 
maturity. And after maturity they go on earning 
10 years more. Join the Plan today. Or invest in 
Bonds regularly where you bank. 


The man who named 
Tombstone, Arizona 


Tu SURPRISED government scout trom 


Camp Huachuca reined his horse to a stop 
at the sight of Ed Schieffelin. And when 
Schieffelin admitted he was actually living 
and prospecting in Apache country. the 
scout warned him. “All vou ll ever find Il be 


your tombstone.” 


But Schieffelin didn’t seare easy. When 
he struck a silver lode in the desolate. dan- 
gerous hills of Arizona Territory. he called 
his first mine “Tombstone.” And. unknow- 
ingly. he gave a name to a borning. brawling 
community soon to be notorious as one of 


frontier America’s tough towns. 


The Tombstone mine itself never amount- 
ed to anything. But Schieffelin just kept on 
prospecting — and within a few years, he 
turned out to be a millionaire. The hills he 
had risked his life in were practically made 
of silver. 

Today's Ed Schieffelins are hunting ura- 
nium ore with Geiger counters. but their 
spirit is the same. And it is only part of the 
spirit of 165 million Americans who stand 
behind U.S. Series E Savings Bonds—who. 
by being the people they are. make these 
Bonds one of the finest investments in the 
entire world. 

And. for an American, the very finest in- 
vestinent. Why not help vour country —and, 
very importantly, yourself. by buying Bonds 


regularly ? And hold on to them! 


Safe as America— U.S. Savings Bonds 





